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Books on 
Flower 
frrangement 


by 


JULIA 
CLEMENTS 


These books ure the greatest 
source of information yet on the 
art of flower arrangement, by 
the foremost authority on the 
subject. Miss Clements is, in 
addition, a noted journalist 
lecturer and judge on this topic 





FUN WITH FLOWERS 
148 pages, 10! 71”, on real art paper with 115 superb original 
photographs. A comprehensive treatise on the subject 25s. net 
PICTURES WITH FLOWERS 
104 pages, 9 5}° with coloured frontispiece and 84 original photo- 
graphs. Fully describes the “‘line’’ technique. 2nd Impression 
12s. 6d. net 


MORE PICTURES WITH FLOWERS 
Miss Clements’ third book containing many new and beautiful flower 
arrangements. 10 7 58 original photographs 10s. 6d. net 


10! IDEAS FOR FLOWER ARRANGEMENT 
Lavishly illustrated with 105 half-tones and 4 colour plates—the most 
valuable source of ideas yet published 21s. net 
FIRST STEPS WITH FLOWERS 
Although designed for the beginner in this art (the schoolgirl; the 


bride; the woman in a new home; the new member of a flower 
arranging club), it is also a book of inspiration and ideas for all 
flower arrangers. Line drawings throughout the text plus 30 original 
photographs 7s. 6d. net 


Some press opinions— 

“Miss Clements presents a new and fascinating aspect of flower arrangement 
for women who like a dash of originality in their homes.”—Modern Woman 
“,...interesting, informative and clearly presented study on this fascinating 
subject.”,—The Queen 

“Miss Clements combines skill and knowledge with a discerning taste and 
her book is a delight.”’—House and Gardens. 

“A great deal of credit for the lively interest in Flower Decoration must go 
to Julia Clements.”’—Sunday Time-. 


Tower House, 
Southampton Street. 
London, W.C.2 
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PRESENTING 
BRITAIN 
C. Douglas Bolton 


Scenes of outstanding 
natural beauty, buildings 
of great architectural merit 
and places rich in historical 
interest crowd the pages 
of this book. The sixty- 
four superb photographs 
(including twenty-eight in 
colour) make it a beautiful 
as well as a useful book. 
Indeed this must be one 
of the finest collections of 
photographs of the British 
scene ever assembled in a 
single volume. The text is 
concise, informative and 
comprehensive. 


HISTORIC 
HOMES OF 
YORKSHIRE 


G. Bernard Wood 


Yorkshire is particularly 
rich in bouses of architec- 
tural distinction and his- 
torical interest. In this 
book G. Bernard Wood 
tells the stories of twenty- 
seven of the most interest- 
ing houses in the county. 
His text is illustrated by a 
very fine collection of 107 
photographs, many of them 
being of interior details. 
25s. 


OLIVER & BOYD 
Tweeddale Court, Edinburgh, 1 
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Book Society Recommendation 
Left-Handed Doctor 


Peter Quince 
“A frivolous but tolerabl —~ ~ 
account,” says the author, o his earl 7 
experiences as a rural practitioner, wi 
Private, Panel, Parish, or ‘Club’ patients, 


while at the same time an 
amateur operatic society and « ilage 
choral society. 16s. 
Snowdon Biography 


G. Winthrop Young, Geoffrey Sutton, 
and Wilfrid Noyce (Editor) 
“This collaboration between three dis- 
tinguished mountaineers, though more 
strictly confined to climbing than the 
classic Mountains of Snowdomaa, is likely 

to replace it.”—The Times. 
25 photographs, and a map. 25s. 


Rock of Exile 
A Narrative of Tristan da Cunha 
D. M. Booy 


This vivid account of the descendants of 
settlers and castaways living on the 
‘speck on the ocean’ recently visited by 
the Duke of Edinburgh, is written by 
one who spent fourteen months there in 
war-time. 

Photographs, drawings, anda map. 25s. 


Shakespeare To-day 
Margaret Webster 


“Admirable book; sensible and sensi- 

tive.” —Sir Fohn Gielgud. 

“So lively and entertaining.”—Dame 

Edith Evans. 18s 
* 


New in Everyman’s Library 
Three Men in a Boat 
and Three Men on 


the Bummel 


JEROME K. JEROME’s two comic 
a in one volume, with the 
original illustrations. 8s.6d. 


The Book Concerning 


Piers Plowman 


New version in modern English, by 
Donald and Rachel Attwater, of the 
robust social satire by “William 
Langland,” contrasting ss 
of Chaucer. 10s.6d. 
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lately published 
by NELSON 





A History of 


the Council of Trent 


by HUBERT JEDIN, translated by DOM ERNEST GRAF OSB. The first 
volume of the translation into English of Geschichte des Konzils von Trient by 
Hubert Jedin, Professor of Medieval and Modern Church History at the 
University of Bonn—the first comprehensive work on this subject for some 
300 years. The History will be completed in 8 Books—Books 1 and 2 of 
which are contained in the present volume. With 8 half-tone plates of 
contemporary portraits. 

xii + 620 pp Jos 


Practical Reason 
and Morality 


by A. R. C. DUNCAN. A new and original examination of the contents of 
Kant’s Foundations for the Metaphysics of Morals, showing that it is not an ethical 
treatise (as so often mistakenly assumed), but a critique of practical reason. 
xviii + 182 pp 18s 


GHANA 


the autobiography of 
KWAME NKRUMAH 
Prime Minister of Ghana 

The dramatic life story of the African who has ‘led his country to freedom’. 
‘This extraordinary book . . . altogether an unusual view of a Prime minister, 
without any suggestion of pomp or remoteness . . . an attractive, reassuring 
portrait’.—The Times Literary Supplement. With 40 half-tone plates and 
4-colour endpaper maps. 

xvi + 312 pp 21s 











Sceemnentiatatiiiidiatineess bein ieee 


Meister Eckhart 


An introduction to the study of his works with an anthology of his sermons, selected, 
annotated and translated by 

JAMES M. CLARK. Eckhart, one of the greatest of speculative mystics, 
has been greatly misunderstood since most of the studies of his works have 
been previously based in part on MSS now proved to be spurious or faulty. 
The latest research by Continental scholars has done much to clear up the 
earlier confusion, and this study, which has taken advantage of their findings, 
gives the English reader a balanced introduction hitherto unobtainable. 

xii + 268 pp 26s 


36 PARK ST LONDON Wir 



























































A TIME TO 
KEEP SILENCE 


PATRICK 
LEIGH FERMOR 


A graphic account of the author’s 
travels to the Benedictine Abbey 
of St. Wandrille, the Abbey of 
Solesmes, the Cistercian Monas- 
tery of La Grande Trappe, and 
the Rock Monasteries of Cappa- 
docia. He includes his thoughts 
on monastic life and describes 
from personal the 
benefit of occasional retreat into 
the discipline and calm of the 
cloister. 

Line and half-tone illustrations 


>xperience 


15s. net 


A FOOL 
STRIKES OIL 


Across Saudi Arabia 
BARBARA TOY 


‘A fascinating story of the oil 
countries. She drove across the 
vast and almost inaccessible land 
of Saudi Out of that 
journey has come a tale that 


Arabia. 


provides a thought provoking 
background to the present turbu- 
lence of the Middle East. We 
need to heed the lesson of 
Barbara Toy’s comment about 
the people who live and grow 
rich by oil. ’—Liverpool Post. 


Illustrated 18s net 


JOHN MURRAY 














The Acropolis 
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49 Broad Street 


By 
GEHRHART RODENWALDT 


Photographed by 
WALTER HEGE 


104 full page plates make this book 
incomparably the best work of its 
kind. 

The former edition has been out of 
print for many years and is eagerly 
sought on the second-hand market. 
Many of the original plates have 
been enlarged, and all the blocks 
have been re-made. 


Large Crown Quarto 42s. net 


The Economic and 
Social Consequences 
of Automation 


By FREDERICK POLLOCK 


Will the result of Automation be 
an age of plenty, with shorter and 
pleasanter working hours, or un- 
employment as it was known in the 
1930’s? The author attempts an 
answer on the basis of the latest 
American experience. 

21s. net 


The Text of the 
Old Testament 


By ERNST WURTHWEIN 
Translated by P. R. ACKROYD 


An illustrated supplement to the 
great Kittel-Kahle Biblia Hebraica, 
giving not merely the basic facts, 
but also some insight into the most 
important of the problems. 


41 pp. of plates 18s. net 


BASIL BLACKWELL 


Oxford 
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E CHANGES 
Mazo de la Roche 


‘Ringing the Changes is more than an autobiography; it is a story 
in itself with a large array of human characters and constant 
change of scene; and it is embellished with fine illustrations’.— 
Sheffield Telegraph. 


RALPH VAUGHAN WILLIAMS 


Simona Packenham 


This is a book for the ordinary listener, and one which will give 
lasting pleasure to the as yet uninitiated as it will to the confirmed 
lovers of Vaughan Williams’ music. At the end of the book 
there is a list of gramophone records of his works, and the titles 
of books by and about the composer. With a frontispeice. 18s. 


LORD NORMAN 
Sir Henry Clay 


‘He was the undisputed ruler of the city and the banking 
world . . . the need for facts and perspective has long been felt. 
The facts are given by Sir Henry Clay’.—The Times. 36s. 


DIVERSIONS OF A DIPLOMAT 


IN CEYLON 
Philip K. Crowe 


‘Every student of the animal and bird life of Ceylon will be 
delighted by this book, and those who are interested in the 
people will get from it a clearer and more intelligible conception 
than from many a formal treatise on those subjects, and a more 
readable one’.—Viscount Soulbury. Illustrated. 30s. 


BREST - LITOVSK 
THE FORGOTTEN PEACE, MARCH 1918 
J. W. Wheeler-Bennett 


A reissue of the well-known work first published in 1938. The 
story of the treaty of Brest-Litovsk is a drama of almost epic 
proportions and its political importance demands for it a high 
place in the annals of twentieth century diplomacy. 

Illustrated. 40s. 
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Out June 


Edited by A. Renfrew, B.Sc., and 
Phillip Morgan, M.A. 


A symposium of authoritative studies on 
polythene to which experts in the United 
States and Great Britain have contributed. 
POL YTH E NE Contents include the history, manufacture, 
structure and properties of polythene, 
The Technology and Uses methods of fabrication, and applications of 
of Ethylene Polymers polythene in cable dielectrics, packaging, 
cold water piping, chemical plant, household 
goods and textiles. 


567 pp. 126s. net 


an ILIFFE technical book 


Complete book list 
obtainable from :— 


ILIFFE & SONS LIMITED - DORSET HOUSE - STAMFORD ST. - LONDON : S.E.1 








f—MACDONALD TECHNICAL BOOKS=— 


THE THEORY OF NETWORKS IN ELECTRICAL 
COMMUNICATION AND OTHER FIELDS 

F. E. ROGERS, A.M.I.E.E. 

Foreword by EDWARD HUGHES, D.Sc., Ph.D., M.I.E.E. 

10 x 6} in. 560 pages 362 figs. 65s. net 


VOLTAGE STABILIZED SUPPLIES 
F. A. BENSON, M.Eng., Ph.D., A.M.1.E.E., M.I.R.E. 
8} x 58 in. 364 pages 249 figs. 50s. net 


THE ELECTRICAL PRODUCTION OF MUSIC 

ALAN DOUGLAS, M.I.R.E. 

Foreword by H. LOWERY, M.Ed., Ph.D., D.Sc., F.T.C.L. 

8} x 5§ in. 223 pages 155 figs. 28s. net 


THE HISTORY OF ELECTRIC WIRING 
J. MELLENBY, M.A.(Cantab.), A.M.I.E.E. 
Foreword by Professor G. W. O. HOWE, D.Sc., M.I.E.E., LL.D. 


8} x 58 in. 244 pages 152 figs. 32s. 6d. net 
READY SHORTLY 
TELECOMMUNICATIONS 


W. FRASER, B.Sc.(Eng.), A.M.I.E.E. 
Foreword by SIR ARCHIBALD J. GILL, B.Sc.(Eng.), M.I.E.E. 
8} x Shin. 772 pages 418 figs. 65s. net 


MACDONALD & CO. (Publishers) LTD. 
16 MADDOX ST., LONDON, W.! Phone: MAYfair 1064, 5841-2 



































The Royal African 
Company 


K. G. DAVIES 
The Royal African Company was the last and greatest of a number of 
joint-stock corporations formed in the seventeenth century to win for 
England a share in the trade of West Africa. Founded in 1672, its 
main function was the supply of negro slaves, purchased on the 
African coasts, to the planters of the English West Indian colonies. 
This book recounts the history of the company and also attempts to 
relate it to a number of wider themes: the evolution of credit and 
joint-stock organisation in this country, the broadening of England’s 
commercial interests in the seventeenth century, the rivalry of European 
nations for the trade of Africa and the development of the English 
West Indian colonies. It also seeks to compare the merits of a large- 
scale monopolistic corporation with the competitive enterprise of small 
traders. 
42s. net 


john Locke 


MAURICE CRANSTON 


This, the first fully documented life of John Locke, is the result of 
eight years’ work on personal papers not available to any previous 
biographer. Mr. Cranston’s research on these valuable documents 
and on other material enables him to correct and substantially enlarge 
the traditional picture of Locke. He is able, among other things, to 
give a fascinating account of Locke’s childhood and youth about which 
nothing was previously known. 


Ready 17 June 42s. net 


isambard Kingdom Brunel 


L. T. CGC ROLT 


Brunel was the greatest engineer of the nineteenth century, and one 
of the greatest engineering pioneers of all time. It is remarkable that 
this should be the first full biography of him to be published since 
1870, and that much information on his life appears here for the first 
time. The building of the Great Western Railway; the fire on the 
steamship Great Western; the construction of the Saltash Bridge; the 
stranding of the Great Britain on the Irish coast—all these and many 
other dramatic episodes in Brunel’s life are fully described and discussed. 
Finally there is an unique account of the bitter conflict between 
Brunel and John Scott Russell in connection with the ill-starred 
steamship Great Eastern, the failure of which brought about Brunel’s 
ruin and death at the early age of fifty-two. His perceptive biographer, 
L. T. C. Rolt, himself an engineer, has made a special study of the 
Industrial Revolution. 


Ready 17 June 25s. net 


LONGMANS 
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COUNTRY 
LIFE 





Wildfowl of 
the British Isles 


Peter Scott and Hugh Boyd. “* Con- 
tains a very large amount of informa- 
tion . . . probably no two men in the 
country are in a better position to 
write such a book than the present 
authors "’.—The Field. 16 colour 
plates by Peter Scott. 21s. 


New Houses for 
Moderate Means 


H. Dalton Clifford. “ A beautifully 
printed new book designed for those 
who care for construction and design 
in housing. . . . Provides all the 
information—technical, legal and 
financial—likely to be needed ”.— 
Birmingham Mail. 144 photographs. 
Many plans. 21s. 


Country Life 
Picture Book 
of English History 


The large photographs give a 
panorama of our history as it still 
can be seen around us—in ancient 
monuments, castles, battlefields, 
houses and places connected with 
historic incidents. 112 photographs. 


Country Life 
Picture Book 
of Yorkshire 


“ The variety and majesty of York- 
shire has been captured in the 59 
photographs . . . revealing much to 
be proud of in the wide and ever- 
changing sweep of our country ”’. 
Halifax Guardian. 11}”x9%. 

12s 6d. 


-10 TAVISTOCK STREET 
COVENT GARDEN LONDON W wc2 











CAMBRIDGE 
BOOKS 


British Historical 
Portraits 
Reproductions of 382 portraits 
from the National Portrait 
Gallery, London, from the fif- 
teenth century to the present 


day, with biographical notes on 
the subjects. 18s. net 


On the Poetry 
of Keats 
E.C. PETTET 


A description of the poet at work 
in John Keats, with a sympathetic 
examination of his promise and 
performance. 35s. net 


Early Bible 
Illustrations 
JAMES STRACHAN 


A study of early Bible illustr- 
ations based on an examination 
of fifteenth and sixteenth century 
printed texts. 18s.6d. net 


The Holstein Papers 
N. RICH & M. H. FISHER 


The second volume of the 
memoirs, diaries, and correspon- 
dence of Friedrich von Holstein 
contains the diaries he wrote in 
the 1880s. 45s. net 


CAMBRIDGE 
UNIVERSITY PRESS 














THROUGH ALCHEMY TO CHEMISTRY 
A Procession of Ideas and Personalities 
by JOHN READ, Ph.D., M.A., Sc.D., F.R.S. 


A rich and absorbing narrative ranges from the conceptions of ancient 
civilizations, through the long age of alchemy, to the benzene ring, 
electrons, atomic structure and space chemistry. 

Fully illustrated. About 18s. net. [August]. 


JOURNEY INTO ROMAN BRITAIN 
by G. M. DURANT 


This book, well written and combining scholarship, enthusiasm and 
imagination, is at once a history of the Roman occupation and a practical 
guide to the outstanding remains to be seen today. 

24 photographs. 24 drawings and plans. 20s. net 


DECORATIVE WROUGHT IRONWORK 
IN GREAT BRITAIN 
by RAYMOND LISTER 


A comprehensive and authoritative book by an author with a wide 
practical experience of his subject, covering the history and technique of 
architectural and domestic wrought ironwork 


Profusely illustrated. 35s. net 


FITNESS FOR SPORT 
by G. A. McPARTLIN 


An account of modern ideas on fitness training for sport by the Senior 
Technical Adviser to the Central Council of Physical Recreation. 
9s. 6d. net 


* FOR BOYS AND GIRLS x 


Men of Courage by HOWARD JONES 
Short lives of Bunyan, Edward Wilson of the Antarctic, Penn, Lister, Shaftesbury 


and Wilfred Grenfell. Illustrated 12s. 6d. net (AGE 11 UP) 
Science and the Doctor 
by F. R. ELWELL aad Dr. J. RICHARDSON 


Tells the stories of many of the scientific aids at the doctor’s command, how they 
were discovered and how he uses them. Illustrated 13s. 6d. net (AGE 11 UP) 


Simon of Simonstown by MAJORIE SANKEY 


A modern adventure story set in the Cape Peninsula in South Africa, by a gifted 
new author. Illustrated. 11s. 6d. net 
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THE HISTORY OF MUSIC 
A. HYATT KING 


DURING the last two decades there has been a notable increase in the 
number of important books published in English about musical history. 
The reason lies partly in the far-reaching effects of the broadcasting and 
recording of good music, but even more in the intensified teaching of the 
subject in universities and schools of music throughout Britain and North 
America. This in turn has been influenced by the many eminent musico- 
logists who, exiled by Nazism from central Europe, found new homes and 
pupils in English-speaking lands where the dissemination of their ideas 
helped to stimulate an already thriving growth. The books to be considered 
in this article fall into three broad categories—general works, those on 
special countries or periods, and those on particular musical subjects. 

In *Source Readings in Music History: From Classical Antiquity to the Roman 
Era (1952, Faber, 63s.) Oliver Strunk provided a most useful anthology 
drawn from many periods, all foreign texts being translated into English. 
It includes examples of the earlier philosophies of musical history. One of 
the most stimulating new philosophies of recent years was expounded by 
Professor J. A. Westrup in his lecture The Meaning of Musical History (1946, 
Oxford University Press) in which he argued cogently against biased 
judgments based on a theory of progress. He enlarged on this and other 
aspects of the subject in An Introduction to Musical History (1955, Hutchinson, 
8s.6d.). Here he also expounded some principles which have begun to 
take shape in the scholarly New Oxford History of Music of which, so far, 
only Volume II, Early Mediaeval Music up to 1300 (1954, Oxford University 
Press, 50s.) has appeared. Written by seven different hands in eleven 
chapters, it gives a rather uneven but generally illuminating account of an 
unfamiliar period, for which the sources are sparse and sometimes open to 
conflicting interpretations. Closely associated with this is the complementary 
History of Music in Sound, edited by Professor Gerald Abraham who is also 
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secretary to the editorial board of the New Oxford History. It consists of 
albums of records, with explanatory booklets, which are lavishly illustrated 
with musical examples, and well repay study. The booklets so far published 
are: Early Mediaeval Music up to 1300; Ars Nova and the Renaissance, 
c.1300-1540; The Age of Humanism; Opera and Church Music, 1630-1750; 
The Growth of Instrumental Music, 1630-1750 (1953/54, Oxford University 
Press, 10s.6d. each). 

There is still a dearth of good, one-volume general histories of music. 
The best available is the late Alfred Einstein’s Short History of Music (1936, 
since reprinted, Cassell, 8s.6d.). Its fifth edition (1949) contained 180 
additional pages of important musical examples; in 1953 there appeared 
another edition without the music (30s.) but with 220 pictorial illustrations 
selected by the present writer. Einstein’s compressed, stimulating narrative 
shows particular insight into the trends and styles of the Middle Ages and 
the Renaissance. 

We find a somewhat wider approach in a number of books which view 
the subject as a vital part of the broad extension of social and cultural life. 
Two of the best, both based on musical erudition, are Wilfrid Mellers’ 
Music and Society: England and the European Tradition (revised edition 1951, 
Dobson, 15s.) and, on a much larger scale, Professor Paul Henry Lang’s 
* Music in Western Civilisation (1942, Dent, 63s.). 

The earlier periods have been studied in great detail by Gustave Reese, 
who has produced two books covering successive epochs—* Music in the 
Middle Ages (1941, Dent, 45s.) and *Music in the Renaissance (1954, Dent, 
75s.). Both display prodigious learning, with exhaustive citation of sources 
and authorities. The only danger, for the non-specialist reader, is that it is 
sometimes difficult to form a clear picture of the growth of the continuous 
evolution of the music as a European whole. Nevertheless, the books are 
indispensable for the serious student. The next epoch is brilliantly analysed 
in the late Manfred Bukofzer’s * Music in the Baroque Era, from Monteverdi 
to Bach (1948, Dent, 45s.), which is notable for lucid scholarship and 
sympathetic insight into the whole diverse period. There is a shorter book 
dealing with the eras covered by both Reese and Bukofzer, * Music before 
the Classic Era (1955, Macmillan, 18s.) by R. M. Stevenson. It may be 
recommended as a concise outline. 

At present there are no good separate histories of either the classical epoch 
(considered broadly as from the death of Bach to the death of Beethoven), 
or of the modern period since the death of Wagner. The latter period, 
however, is dealt with brilliantly and selectively in Gerald Abraham’s 
A Hundred Years of Music (2nd edition 1949, Duckworth, 21s.). Professor 
Abraham analyses closely the evolution of harmonic thought both during 
Wagner's lifetime and after his death, and pays special attention to the 
reaction against romanticism. The romantic period itself is generally 
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regarded as being predominantly German: it appealed particularly to 
Alfred Einstein, whose knowledge of its highways and byways was profound. 
His *Music in the Romantic Era (1947, Dent, 45s.) considers the rise of 
romanticism at the end of the eighteenth century, and traces its many 
manifestations up to the death of Wagner. Some specially good chapters 
discuss the growth of nationalism with its philosophical background, and 
its wider relations to the general forms of musical expression. Part of the 
attraction of the book lies in its informal style, which is, however, sometimes 
marred by a rather Teutonic cast of thought. 

It is natural enough that in the field of English music many books have 
been written: here only some of the most important and original of recent 
years can be mentioned. The best general book is Ernest Walker’s A History 
of Music in Englana (3rd edition revised and enlarged by J. A. Westrup, 
1952, Oxford University Press, 40s.). This scholarly and skilful revision 
embodies a mass of research, particularly on the fifteenth and sixteenth 
centuries, done in the twenty-seven years since the second edition of 1924. 
The result is fused into a new whole, without distinction of author or editor, 
though the latter’s special knowledge of the later seventeenth century is 
happily evident. Notable, too, are the sane judgments on Handel and his 
contemporaries. 

A number of special aspects and periods are covered by equally meritorious 
works, several from the indefatigable pen of Percy Scholes. His God 
Save the Queen, The History and Romance of the World’s First National 
Anthem (1954, Oxford University Press, 30s.) studies in minute detail the 
origins and ramifications of the tune in Britain and the United States. By 
examining the many claimants to authorship of the words and music, Dr. 
Scholes builds up a remarkable picture of the social and historical background. 
He does the same in The Great Doctor Burney (1948, Oxford University 
Press, 2 vols., 63s.), which is far more than the biography of a man who 
lived from 1726 to 1814. It is the picture of the musical life of an epoch. 
With an interval of only thirty years, Dr. Scholes himself provided the 
continuation in The Mirror of Music, 1844-1944: A Century of Musical Life 
in Britain as reflected in the pages of the ‘Musical Times’ (1947, 2 vols., Oxford 
University Press and Novello). In its very nature and extent, this book is 
probably unique. Although the purist may object that it is not so much a 
history as the raw material for the writing of history, it is a fascinating and 
indispensable compilation, in which the excerpts are linked by a shrewd 
and witty commentary. There must also be mentioned a charming and 
unusual excursion into one of the pleasant byways of English musical history 
—Invitation to Ranelagh 1742-1803 (1946, John Westhouse) by Mollie Sands. 
Her researches reveal not only the range of music played in this notable 
London pleasure garden, but also the manner and occasions of the per- 
formances as a living part of the world of taste and fashion. 
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The tale of music north of the Tweed is faithfully recounted in Dr. 
H. G. Farmer’s A History of Music in Scotland (1947, Hinrichsen, 21s.) which 
covers many aspects of the subject from A.D. 500 to 1900 with a wealth of 
detail about instruments, music-making in home and concert hall, and 
composers. No student of the subject can afford to ignore this painstaking 
book, which is marred only by a certain lack of objectivity in its judgments 
of purely musical merit. It is regrettable to have to record that no comparable 
work on the musical history of Wales and Ireland has yet been written. 


Rather strangely, European music has not received its due of English 
books: at present only a few nations have been partially studied. The Jewish 
people present a special case, both geographically and historically. They 
have been well served by the eminent singer Marko Rothmiiller in The 
Music of the Jews (1953, Vallentine, Mitchell, 25s.). The most useful and 
interesting part of the book deals with the complicated questions of compo- 
sition and performance during the biblical period and the time of the 
diaspora which lasted from the twelfth to the eighteenth century. It also 
discusses the characteristics that Jewish music has developed in America 
and in the new state of Israel. Martin Cooper’s French Music: From the Death 
of Berlioz to the Death of Fauré (1951, Oxford University Press, 25s.) is a most 
distinguished piece of historical writing, displaying sanity of judgment 
blended with erudition lightly worn. The period chosen, from 1870 to 
1924, is rich in cross-currents and reactions and suffers only from ending 
rather too near the present time. Mr. Cooper never fails to relate the 
composer to his cultural and social background, always a powerful factor 
in French music. R. A. Leonard’s *A History of Russian Music (1956, Jarrolds, 
30s.) is a useful summary covering several centuries. Though it is packed 
with dates and facts, compression has led to omissions, and the trans- 
literation of Russian names is erratic. Cast mainly in chapters devoted to 
particular composers, the book appears a little disjunct, through not 
discussing Russian musical style as a whole. It concludes with an excellent 
account of the confusion wrought on composers and musical life by the 
changes in artistic policy dictated by successive Communist régimes. 


The vast field of opera has been very competently covered by Donald Jay 
Grout in *A Short History of Opera (1948, Oxford University Press, 48s.). 
His title is perhaps unduly modest, for he casts his net wide, and gives a 
clear outline of all the main trends of this ‘irrational and exotic entertain- 
ment’ as Dr. Samuel Johnson described it. Professor Grout writes of English 
opera of the seventeenth and eighteenth centuries with appreciative insight, 
giving a fair assessment of its strength and weakness. A small corner of the 
field was sedulously tilled by Simon Towneley Worsthorne, whose Venetian 
Opera in the Seventeenth Century (1954, Oxford University Press, 55s.) was 
published in an unusually elegant style, worthy of its aristocratic subject. 
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This book offers an agreeable, scholarly exposition of every facet of this 
very important formative period—the music, the theatres, their organisation 
and the elaborate scenery and stage effects. 

Although histories of separate instruments must be excluded from this 
article, there are two general works on their collective history which call 
for mention, both written by the eminent organologist Adam Carse. They 
are The Orchestra in the Eighteenth Century (2nd edition, 1950, Heffer, 
Cambridge, 10s.6d.), and The Orchestra from Beethoven to Berlioz: A History 
of the Orchestra in the First Half of the 19th Century (1948, Heffer, Cambridge, 
30s.). Both these are of the highest quality and contain the fruits of long, 
patient research. They discuss the limitations and evolution of instruments, 
the growth and numbers of orchestras all over Europe, the disposition of 
the players on the platform, the theory and practice of conducting, the 
status of players and the materials of performance. 

English Chamber Music (new edition 1952, Lawrence & Wishart, 30s.), 
by Ernst Hermann Meyer, is an exhaustive study from medieval origins to 
the end of the seventeenth century, based on sources which eleven years 
ago were mostly little known. This is a valuable and important book, 
although it is spoiled by some bias towards a Marxist interpretation of 
social and musical facts, which deserve objective interpretation—for 
instance, the attitude of the Stuart monarchs to music. 

Finally, but not least, there are three miscellaneous books on different 
branches of ecclesiastical music. Basil Smallman’s The Background of Passion 
Music: J. S. Bach and his Predecessors (1957, S.C.M. Press, 8s.6d.) is a notable 
study of an important but neglected byway. Not only does it discuss the 
subtle relation of text to music, but it also analyses the dramatic elements and 
the changing role of the orchestra. At the time of the Coronation, Edward 
Pine wrote an unusual book about the Westminster Choir school, which 
was closely connected with the music of the ceremony. In The Westminster 
Abbey Singers (1953, Dobson), he traced their history from 1479 to the 
present time, giving a fascinating account of their part in state occasions 
and the daily observances of a great church. A far older tradition of church 
music is the subject of Egon Wellesz’s History of Byzantine Music and 
Hymnography (1949, Oxford University Press, $5s.). For the liturgiologist, 
as well as the historian, it is indispensable; besides giving a masterly 
interpretation of the obscure sources, it analyses the unique function of the 
musician in the Eastern church, where he served as a link in the chain of 
transmission of melodies from the inspired saints to the faithful. 


* Titles marked with an asterisk were issued previously or simultaneously in America. 


Mr. A. Hyatt King has been Superintendent of the Music Room of the British Museum since 
1944. He is President of the International Association of Music Libraries, Chairman of the 
Executive Committee of the British Institute of Recorded Sound, Editor of the Proceedings of 
the Royal Musical Association, and an authority on Mozart. 
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SE FS 


GENERAL WORKS 

Bibliographies 

WHITAKER’S CUMULATIVE BOOK LIST. Part CXXxX. 

January to December, 1956. Whitaker, 40s. 1957. 24°5 cm. $58 pages. 

In this list of the books published in the United Kingdom in 1956, Section I is a 
classified list arranged alphabetically by authors under subject headings. Section Il 
lists the books in one alphabetical sequence by author and title: details include author, 
title, size, number of pages and illustrations, price, publisher, date of publication, and 
a general subject classification. A list of British publishers and statistics of British book 
production in 1956 are also to be found in this useful reference book for all concerned 
with British books. (015-42) 


Encyclopaedias 
BRITANNICA BOOK OF THE YEAR, 1957. Walter Yust, 
Editor-in-Chief of Encyclopaedia Britannica. John Armitage, London Editor. 
Encyclopaedia Britannica, 126s. 1957. 28 cm. $32 pages. 326 illustrations. Maps. 
Tables. Bibliography. Index. 
Among the 508 articles in this volume three special commentaries, on the Middle 
East, on Poland and on Hungary, illumine areas on which attention was focused 
in 1956. Other recorded events are the official opening and functioning of Calder 
Hall, first home of peaceful nuclear power; constitutional changes and progress in 
the Commonwealth generally and Ghana in particular, and the Olympic Games 
held in Australia. Agriculture, Archaeology, Architecture and Art, Armaments, 
Aviation, Education, Engineering, Exploration, Industry, Medicine, Politics, Radio 
and Television, Red Cross and Royal Family are some of the headings under which 
developments are described. (032) 


PHILOSOPHY [AND PSYCHOLOGY] 


MYSTERY AND PHILOSOPHY. Michael B. Foster. S.C.M. Press, 
128.6d. 1957. 22 cm. 96 pages. Index. (Library of Philosophy and Theology) 
This slim volume is the work of an Oxford philosopher who, brought up in the 
tradition of analytical philosophy, has always experienced the need for a larger and 
more profound system of thought. Mr. Foster begins with an acute examination of 
the analytical point of view and he proceeds to show that ‘the analysis of analysis’ 
raises a number of metaphysical problems. At a time when there is a tendency for 
the younger philosophers to try to make the best of both worlds, this book is a 
timely reminder that philosophy cannot expel metaphysical thought and at the same 
time admit the reality of metaphysical experience. (100) 
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PHYSIOLOGICAL PSYCHOLOGY. M. A. Wenger, F. N. Jones, 
M. H. Jones. Constable, 40s. 1957. 24 cm. 480 pages. Illustrations (2 in colour). 
Diagrams. Bibliography. Index. 

A textbook for students who already have some knowledge of general psychology. 

The book has been used in draft form for several years as the basis of a course of 

study in the University of California and experience gained as a result has been used 

to modify this published edition. A full description of the nervous system, the 
glandular system and all the somato-psychological bases of human action precedes 

a thorough study of the psychological effects of hunger, sleeplessness, pain, drug- 

taking, different types of food and other somatic stimuli. The full use of current 

terminology makes the glossary welcome. The authors’ aim was to make clear ‘the 
fundamentals of a study of human behaviour . . . and to provide a more adequate 

vocabulary for further study’, and in this they have succeeded. tr 31) 


THE CHILD AND THE FAMILY. First Relationships. D. W. 
Winnicott. Edited by Janet Hardenberg. Tavistock Publications, 12s.6d. 1957. 
22 cm. 158 pages. Index. 

Long experience and exceptional insight, backed by a profound knowledge of 

psychoanalytic theory (here kept out of sight), enable Dr. Winnicott, an eminent 

English child psychiatrist, to convey in the very simple language of these reprinted 

broadcasts and articles an impressive store of wisdom on the upbringing of children 

from earliest infancy. His great skill lies in reassuring mothers as to the fundamental 
rightness of their natural per while at the same time widening their under- 
standing of the mother-child relation and correcting their equally natural errors. 

A book of immense practical value to parents and nurses. (136-7) 


THE CHILD AND THE OUTSIDE WORLD. Studies in Developing 
Relationships. D. W. Winnicott. Edited by Janet Hardenberg. Tavistock 
Publications, 16s. 1957. 22 cm. 198 pages. Index. 

A companion volume to The Child and the Family, this book is less simplified in 

presentation and wavers between the popular and the technical in style, with the 

result of being at times too cryptic. Psychoanalytic doctrine also obtrudes more. 

But stimulating insights are presented, especially in chapters on practical problems 

such as juvenile delinquency and adoption, and the book has much to offer parents, 

teachers, doctors and social workers who take seriously the psychological problems 


of children. (136-7) 


RELIGION 


LOVE, FREEDOM AND SOCIETY. J. Middleton Murry. Cape, 18s. 
1957. 20 cm. 254 pages. 
The author of this book, who died within a few days of its publication, belonged to 
no literary school or coterie. He was a man of singleness of mind, even though his 
loyalties underwent change throughout a long career. This book forms his literary 
and philosophical testament. By using illustrations from the work of Albert Schweitzer 
and D. H. Lawrence, Murry endeavours to expound Christian theology without the 
element of the supernatural. He writes with his accustomed vigour, clarity and 
passionate sincerity. While some readers may find it difficult to accept the doctrines 
of men who were deluded as to the origin of their faith, this is a book which at least 
clarifies the basic issues; and for that we may be grateful. (201) 
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ESSAYS ON TYPOLOGY. G. W. H. Lampe and K. J. Woollcombe. 
S.C.M. Press, 7s.6d. 1957. 22 cm. 80 pages. Index. Paper covers. (Studies in Biblical 
Theology). PROMISE AND FULFILMENT. The Eschatological Message 
of Jesus. Werner G. Kiimmel. Translated from the German by Dorothea M. 
Barton. S.C.M. Press, 12s.6d. 1957. 22 cm. 168 pages. Bibliography. Indexes. 
Paper covers. (Studies in Biblical Theology) 

In the first of these books Professor Lampé writes on the reasonableness of typology 

and Mr. Woollcombe on the biblical origins and patristic development of typology. 

Asa method of biblical interpretation, typology refers to the establishment of linkages 

between the Old Testament and the New, but as a method of writing, according to 

Mr. Woollcombe, it may be defined as the description of an event, person or thing 

in the New Testament in terms borrowed from the Old. The first essay attempts to 

examine the principles underlying the typological method of interpretation, while 
the second examines the ways in which typology was employed by the biblical and 
patristic writers. Both contain valuable material and guidance for further study. 

Professor Kiimmel’s book deals with the meaning and importance of the expectation 

assumed to be implicit in the teaching of Jesus that the end of all things was at hand. 

The various interpretations of the references to the end are surveyed in detail, 

including the view that Jesus made the proclamation of the imminent end central 

in his message and the view that the futurist sayings are due to a misunderstanding 
on the part of the Christian community. Professor Kiimmel, with a wealth of 
erudition, contends that the imminent expectation of the end was a necessary way of 
expressing the conviction that the Kingdom is beginning even now but that the 
imagery used to describe the nearness of the Kingdom represents the certainty of 
God’s redemptive action in history. The translation is from the third German edition. 
(220-6) (236) 


THE TEXT OF THE OLD TESTAMENT. An Introduction to Kittel- 
Kahle’s Biblia Hebraica. Ernst Wiirthwein. Translated from the German by 
Peter R. Ackroyd. Blackwell (Oxford), 17s.6d. 1957. 24 cm. 186 pages. 41 plates. 
Bibliography. 

Since 1952, when Professor Wiirthwein, then at Tiibingen and now at Marburg, 

produced his handbook to the critical apparatus of Kittel-Kahle’s Biblia Hebraica, it 

has become an indispensable tool of the student learning Hebrew and, particularly 
because of the reproductions of manuscripts it contains, a useful aid to the teacher of 
textual criticism. The English edition is based on the author’s revision of the original 
edition. Additional material and references to recent literature have been incorporated 
in the sections on the text and versions and in the descriptions of the illustrations, 
while two plates have been changed and an extra one added. In spite of a few slips 
which have got into the letterpress, especially in Greek and Hebrew words, this is a 
work which may be recommended wholeheartedly. (221) 


THE EPISTLES OF PAUL THE APOSTLE TO THE COLOSSIANS 
AND TO PHILEMON. An Introduction and Commentary by C. F. D. 
Moule. Cambridge University Press, 21s. 1957. 18-5 cm. 184 pages. Bibliography. 
(Cambridge Greek Testament Commentary) 

The first of a new series which succeeds without supplanting the Cambridge Greek 

Testament for Colleges and Schools which was linked with the Cambridge Bible for 

Schools. The time is ripe for a new series in view of the shift of emphasis from linguistic 

and historical to theological and liturgical considerations in New Testament scholar- 

ship. Professor Moule is the general editor of the series. In the introduction to this 


c 331 








volume, he deals with the religious thought of the epistles and the circumstances 
which led to their composition, with special reference to the views of Goodspeed 
and Knox. The commentary is on the Greek text, and the appendix contains notes 
on important theological terms. This volume augurs well for further volumes in the 
serics. (227) 


THE BOOK OF REVELATION. A new translation (from the Greck) 

of the Apocalypse by J. B. Phillips. Bles, 9s.6d. 1957. 22 cm. 80 pages. Bibliography. 
The author, widely known as the author of Letters to Young Churches, has with this 
volume completed his translation of the New Testament. Obviously it is by no 
means easy to reduce the language of ‘Revelation’ to workaday English and, 
fortunately, Mr. Phillips aims rather at eliminating archaisms and some verbal 
obscurities while at the same time preserving something of the sense of mystery and 
timelessness which pervades this perplexing book. The task of translation has been 
accomplished with a considerable measure of success and the titles and sub-titles of 
the various sections are singularly apt. (228) 


BRADWARDINE AND THE PELAGIANS. A Study of his De Causa 
Dei and its Opponents. Gordon Leff. Cambridge University Press, 32s.6d. 1957. 
23 cm. 294 pages. Bibliography. Index. (Cambridge Studies in Medieval Life and 
Thought. New Series. Vol. 5) 

This scholarly monograph dealing with some aspects of 14th century thought is 

distinguished by its lucidity. It is specially concerned with the De Causa Dei of 

Thomas Bradwardine. He nicknamed his opponents Pelagians, not because they 

followed the 4th century heretic, but because, as sceptics of their time, they limited 

knowledge to tangible experience, refusing to accept the existence of God as certain, 
but only as logically possible. The controversy raised grave philosophical issues, such 
as the relation of faith to reason, the meaning of grace, free will, predestination, and it 
had its bearing upon the future of scholasticism. Mr. Leff’s monograph is a distinctive 
contribution to an understanding of a period of medieval thought on which little 
has been written. (230) 


JESUS IN THE BACKGROUND OF HISTORY. A. IL. Polack 
and W. W. Simpson. Cohen & West, 16s. 1957. 22 cm. 160 pages. Map. Index. 
This volume is the joint product of a Christian and a Jew who share the conviction 
that the impact of Jesus upon subsequent human development has been insufficiently 
recognised. The first half deals with the Jewish background and in the second half 
yr attention is directed to the life, ministry and teaching of Jesus. The original 
raft was compiled by Mr. Polack, the Jewish partner, and submitted to Mr. Simpson, 
who, when there was disagreement, explained in a note why he differed and what he 
had to offer as an alternative. These notes are an integral part of this interesting book. 

(232) 
CHRIST IN OUR PLACE. The Substitutionary Character of Calvin’s 
Doctrine of Reconciliation. Paul van Buren. Oliver & Boyd, 10s.6d. 1957. 22 cm. 
166 pages. Bibliography. Index. THE VISIBLE WORDS OF GOD. 
An Exposition of the Sacramental Theology of Peter Martyr Vermigli, A.D. 
1$00-1562. Joseph C. McLelland. Oliver & Boyd, 22s.6d. 1957. 22 cm. 302 pages. 
Index. 
The importance of John Calvin and Peter Martyr for an understanding of Reforma- 
tion theology is not likely to be challenged, and recent years have not been wanting 
in contributions of note to the theology of Calvin. The first book makes an able 








attempt to show that Calvin’s theology is rooted in the person and work of Christ 
and that his beliefs about the Church, the sacraments and the ministry are related to 
Christ and his work of reconciliation. This thesis is developed in the light of Calvin’s 
teaching not only in the Institutes but in the Commentaries. Dr. McLelland’s volume 
is devoted to a study of the theology of Peter Martyr whom Calvin held in high regard. 
If there is an abundance of studies, expository and critical, of John Calvin’s theology, 
Peter Martyr has suffered serious neglect. Here is a critical survey of his sacramental 
theology preceded by a detailed survey of his life and an exposition of the doctrine 
of analogy which, according to the author, is the key to his theology. Bearing the 
marks of scholarly research, this work is an important and much-needed contribution 
to Reformation thought. (232) (265) 


CHRISTIANS AWAKE. Father Gordon Albion. Longmans, 12s.6d. 1957. 
19 cm. 306 pages. Paper covers. 
This volume, as the author remarks, is an omnium gatherum which may be taken up 
at different times and opened almost anywhere. It is a collection of broadcasts about 
the realities of the Christian Faith in their relation to our workaday life, and their 
unifying theme is awareness of God, Christ and ourselves. The approach is singularly 
illuminating and there is a simplicity and directness of expression all too rare in 
religious writings. Father Albion had specially in mind those outside the churches, 
and he offers not a kind of ‘radio religion’ but the fulness of Christian teaching. (240) 


FENELON’S LETTERS TO MEN AND WOMEN. Selected with 
an introduction by Derek Stanford. Peter Owen, 21s. 1957. 22 cm. 208 pages. 
Portrait frontispiece. 

Archbishop Fénelon, the famous French archbishop of the 17th century, was eminent 

as an educationalist, a student of mysticism and a spiritual adviser. The letters in this 

book reveal the greatness of the man and the catholicity of his appeal. They were 
written to men and women—many of them persons in high places—who sought 
his counsel, and the present selection contains some of the more valuable treasures 
of his teaching. The editor’s introduction gives a balanced account of Fénelon’s 
sympathetic relation to the quietistic doctrines of Madame Guyon which led Rome 
to give judgment against him. (240) 


PSYCHOLOGY, RELIGION, AND HUMAN NEED. A Guide for 
Ministers, Doctors, Teachers, and Social Workers. W. L. Carrington. Epworth 
Press, 30s. 1957. 22 cm. 328 pages. Index. 

The author is a practising psychiatrist and this book provides an account of the 

pastoral work which he believes doctors, social workers and teachers as well as the 

clergy should undertake. Questions are discussed relating, first, to a personal and 
educational ministry, including pre-marital preparation and parenthood, religious 
and sex education in the home, and, secondly, to the ministry of healing, with special 
reference to emotional disorders and mental illness. The aspects of pastoral work 
described represent the writer’s practical experience, and the treatment of various 
cases suggests detailed knowledge, a balanced judgment and spiritual insight. (253) 


THE LAW OF THE PARISH CHURCH. An account of the powers, 
rights and duties of the Incumbent, the Churchwardens, the Parochial Church 
Council and the Parishioners. W. L. Dale. 3rd edition. Butterworth, 18s.6d. 1957. 
19 cm. 182 pages. Index. 

An account, for lawyers and laymen, of the law relating to the English parish church. 

In this system, there is a long-established interplay of the various rights and duties of 
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parson, wardens, parochial church council and parishioners. Since the second edition 
in 1946, the powers of parochial church councils have been extended and there have 
been other changes, particularly dealing with representation of the laity. Chapters 
deal with the incumbent, parochial organisation, the wardens, church services, the 
organist and choir, parish finance, the fabric and ornaments and sittings in the church, 
the churchyard, and the jurisdiction of the ecclesiastical courts. (262°9) 


PELAGIUS. A Historical and Theological Study. John Ferguson. Heffer 
(Cambridge), 15s. 1957. 22 cm. 216 pages. Bibliography. Indexes. 
The award to Professor Ferguson of the Kaye Prize in the University of Cambridge, 
1952, for this essay was well merited. The book is the first systematic study of 
Pelagius in English, despite the fact that, prior to his arrival in Rome, he came from 
the British Isles. Pelagius opposed the Augustinian doctrine of grace and stressed 
the human will as the determining factor in salvation. The author first depicts the 
historical background in Church and State and then gives an account of Pelagius’s 
life and thought in which the fruits of independent research are skilfully handled. 
The chapter on the issues of Pelagianism deserves careful study. While it is recognised 
that Pelagius was guilty of exaggerated emphasis, we are told that it is not certain 
that any statement of his is irreconcilable with the New Testament. (270-2) 


WHITGIFT AND THE ENGLISH CHURCH. V. J. K. Brook. 
English Universities Press, 8s.6d. 1957. 18 cm. 190 pages. Bibliography. Index. 
(Teach Yourself History Series) 

John Whitgift, Archbishop of Canterbury from 1583 to 1604, was the strong man of 

the Elizabethan Church. First in Cambridge, where his transcendent abilities had 

marked him out by the middle of the ’sixties, then in the Church at large, it was his 
mission to stabilise the Church between the aggressive extremes of Popery and 

Puritanism and give it time to develop a tradition and momentum of its own. The 

book usefully summarises up-to-date knowledge of this period, and presents it simply 

and with a notable sympathy towards its hero. There are no footnotes and only the 

barest of bibliographies. (274-2055) 


THE GOLDEN BOUGH. A Study in Magic and Religion. Sir James George 
Frazer. Abridged edition. 2 vols. Macmillan, 6s. each. 1957. 17 cm. 496 pages each 
vol. Index. Paper covers. (St. Martin's Library) 

Frazer’s theories on the origin and development of magic and religion are no longer 

considered valid by most anthropologists, and some of the ethnographic data which 

he used require reassessment in the light of more recent research. Nevertheless The 

Golden Bough is a great classic, written in a leisurely polished style which beguiles 

the reader and leads him on from the account of one ceremony to another. The 

specialist will continue to find a wealth of material on cults from many parts of the 
world, and a fund of stimulating ideas and hypotheses that still remain to be 
investigated in the field. This new edition in paper covers is pleasing in format and 

easy to handle. The publishers are to be congratulated on making it available at a 

reasonable price to students and the general reader. (291) 


BUDDHISM: A * MYSTERY RELIGION’: Paul Lévy. Translated 
from the French by Dr. R. E. Asher and Dr. I. M. P. Raeside. University of 
London: Athlone Press, 18s. 1957. 22 cm. 120 pages. Index. (School of Oriental and 
African Studies, University of London: Jordan Lectures in Comparative Religion Ill) 

It is generally held that Buddhism is a religion of redemption and that the Buddha’s 

successors have perverted the original intention of the founder. Professor Lévy, 
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however, argues that an examination of the oldest texts and of the Buddhist ritual 
of ordination reveals a number of facts which are in radical disagreement with the 
customary theories. A clue is sought in the initiation practices of the classical mystery 
religions. The author contends in this specialised, erudite and provocative study that 
when the origins of Buddhism are conceived within the context of an initiatory 
religion, the ascription of gentleness to the founder and the underlying cruelty of the 
rites are sufficiently expl: ined. (294° 3) 


FROM THE WORLD OF THE CABBALAH. The Philosophy of 
Rabbi Judah Loew of Prague. Rabbi Ben Zion Bokser. Peter Owen—Vision Press, 
30s. 19$7. 22 cm. 222 pages. Index. 

An interesting account—based on lectures given in the Institute for Religious and 

Social Studies of the Jewish Theological Seminary of America—of the life and 

teaching of an influential 16th century leader of mid- -European Jewry. What is known 

of his life is set against the background of the times and related to the story of the 
rise of the Cabbalah, a form of Jewish mysticism which the Great Rabbi was to 
transform. A systematic description of Rabbi Loew’s teaching follows, bringing out 
his greatness as a scholar and thinker and showing his place in the movement from 
medieval to modern times. Not only historians of the 16th century but all who wish 
to study the rise of modern Judaism will find this a useful book. (296-1) 


THE TEMPLE OF JERUSALEM. André Parrot. Translated from the 
French by Beatrice Hooke. S.C.M. Press, 9s.6d. 1957. 19 cm. 112 pages. 7 plates. 
25 illustrations in text. Bibliography. (Studies in Biblical Archaeology, No. 5) 

The distinguished French archaeologist, Professor Parrot, who is Curator-in-Chief 

of the French National Museums, has given us a clear, well-illustrated and authorita- 

tive monograph on a subject of interest to all Bible students, the vicissitudes of the 
central shrine of Judaism. With constant reference to the text of Scripture and to 
archaeological discoveries, he describes the Jerusalem Temples of Solomon, of the 
restored community and of Herod as well as Ezekiel’s blue-print for his ideal sanctuary 
and the buildings which have, since Roman times, occupied the Temple site. This 
book is a ‘must’ for all theological students and teachers of Scripture. (296-6) 


SOCIAL SCIENCES 
Political Science 
THE NEW ABC OF CIVICS. A Dictionary of Terms used in Connection 
with Parliament, Local Authorities, Courts of Law, Diplomacy and the United 
Nations. Hebe Spaull. Rockliff, 10s.6d. 1957. 2nd edition, revised. 19 cm. 128 pages. 
Bibliography. Index. 
This little book well fulfils its author’s aim to provide an alphabetical reference work 
for those who are taking an interest in political and foreign affairs for the first time; 
it is suitable for the home book-shelf or the school library. Without going deeply 
into any subject, it comes to the aid of the general reader who is puzzled by ‘the 
Chiltern Hundreds’, ‘Benelux’, ‘left wing’, and over two hundred other expressions 
met in everyday reading. Miss Spaull, who is a well-known journalist and lecturer, 
is the author of People, Parliament and King, This is the United Nations and many other 
works. (320-3) 


THE CHALLENGE OF CO-EXISTENCE. Hugh Gaitskell. Methuen, 
7s.6d. 19$7. 19 cm. 96 pages. 

Co-existence is not a new term, it was first used by Lenin to describe brief periods 

during which Soviet policy relaxed its pressure against the non-communist world in 
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order to lull its opponents. Mr. Gaitskell, in the three Godkin lectures delivered at 
Harvard University and now reproduced in book form, discusses the modified form 
of co-existence with which the West is faced today at the United Nations, in Europe 
and in the uncommitted areas of Africa and Asia. (321-84) 


AN INQUIRY INTO SOVIET MENTALITY. Gerhart Niemeyer, 
with the assistance of John S. Reshetar, Jr. Atlantic Press, 21s. 1957. 22 cm. 120 pages. 
Index. (University of Pennsylvania, Foreign Policy Research Institute Series, No. 2) 

A short study sponsored by the Foreign Policy Research Institute of the University 

of Pennsylvania. It questions the assumption, perhaps more common in America 

than Europe, that Soviet policy and its objectives are based on rational calculation 
in an occidental sense and that Soviet-American understanding is therefore possible. 

By analysing the irrational and contradictory elements in Soviet doctrine it shows 

the skilful use made of these in support of a policy which is opportunist in its methods 

and implacable in its aims. (321-84) 


VOTES FOR WOMEN. The Story of a Struggle. Roger Fulford. Faber, 
258. 19$7. 21°5 cm. 344 pages. 16 illustrations. Indexes. 
This book, winner of the Evening Standard {£5,000 book prize and recommended 
by the Book Society, is assured of success. It is an enthralling account, based on wide 
reading, of the women’s suffrage movement in Great Britain from the late 18th 
century to their enfranchisement in 1918, and of the varied tactics, ranging from 
cool argument to fanatical struggle, by which the victory was attained. Mr. Fulford 
describes vividly the scenes in the House of Commons and elsewhere and the 
personalities taking part. His book, illustrated with well-chosen photographs, will 
fascinate both the general reader and the political and social historian. (324°3) 


THEY SEEK A LIVING. Joyce Egginton. Hutchinson, 16s. 1957. 22 cm. 
192 pages. 16 photographs. Map. Bibliography. Index. 
The immigration of West Indians to Britain in recent years has given rise to a great 
deal of concern and interest. This book on the subject examines the whole question 
from both the West Indian and the British angle, discussing the factors in the 
Caribbean environment which are leading to migration, and describing conditions 
and problems that arise in England. The material on the second aspect has been 
gathered chiefly in the Brixton area of London and in Birmingham. This 
balanced but sympathetic survey should interest all who are concerned with the 
economic and social problems of West Indian immigration. The illustrations are 
mostly in pairs to show conditions in the West Indies and in Britain, and are a useful 
addition to the text. (325-2729) 


REVOLUTION ON EAST RIVER. The Twilight of National Sovereignty. 
James Avery Joyce. Abelard-Schuman, 18s. 1957. 21-5 cm. 252 pages. Diagrams. 
Index. 

The author, who has spent nearly thirty years first with the League of Nations and 

then with the United Nations on East River, intends this book for the general reader. 

In his opinion national sovereignty is on the way out and the sovereignty of man is 

on the way in. The United Nations is greater than the sum of its parts and is emerging 

as a parliament of man. In this world parliament lies the hope-of man’s survival. 
(327-09) 
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THE COMMUNIST PARTY OF THE SOVIET UNION. Boris 
Meissner. Edited and with a chapter on the Twentieth Party Congress by John 
S. Reshetar, Jr. Atlantic Press, 35s. 1957. 22 cm. 276 pages. Index. (University of 
Pennsylvania, Foreign Policy Research Institute Series, No. 4) 

Dr. Meissner has already published several authoritative works on Soviet affairs. 

The main value of this present volume is as a reference guide to changes in the 

organisation and leadership of the Soviet Communist Party between 1952 and 1956, 

giving, for instance, the new Party Statutes and a statement of 1953 on collective 

leadership, noting the developments after Stalin’s death, and listing all the members 
of the sixteen Party Central Committees and their Politburos and Secretariats elected 

in 1956. (329-947) 


Economics 
WESTERN ENTERPRISE IN INDONESIA AND MALAYA. 
A Study in Economic Development. G. C. Allen and Audrey G. Donnithorne. 
Allen & Unwin, 25s. 1957. 22 cm. 322 pages. Map. Bibliography. Index. 
The authors, who are respectively Professor and Lecturer in Political Economy at 
University College, London, now follow their joint work on Western Enterprise 
in Far Eastern Economic Development: China and Japan with this contrasting study of 
countries under colonial rule. They show how the changing interests of western 
business have encouraged one branch or another of local activity, particularly in 
agriculture, the sugar, rubber and mining industries, banking, shipping, public 
utilities, commerce and manufactures. The book is not only an historical survey; 
it gives a well-reasoned discussion of likely economic developments in the light of 
the present situation. (330-959) 


LIFE AND LABOUR IN NEWFOUNDLAND. Based on Lectures 
delivered at the Memorial University of Newfoundland. C. R. Fay. Heffer 
(Cambridge), 18s. 1956. 22 cm. 262 pages. Map. Index. 

Dr. Fay, of Cambridge University, and formerly Professor of Economic History in 

the University of Toronto, has written widely on economic and social history. 

These lectures are based on a tour of Newfoundland and a further tour along the 

Labrador, supplemented by work on documents in London and elsewhere. They 

describe the changing economy of Newfoundland from the 17th century, when the 

country depended mainly on its fisheries, to the present day, with its industrial 
achievements and prospects from the exploitation of forest, mineral and other 
resources. The book is enlivened by anecdotes about the people concerned in these 
developments. (330°9718) 


YOUTH AT WORK. A Five-Year Study by an Appointed Factory Doctor. 
M. E. M. Herford. Max Parrish, 18s.6d. 1957. 21°5 cm. 176 pages. Bibliography. 
The duties of an Appointed Factory Doctor in Great Britain, as set out in the Factories 
Acts, include the periodic examination of young persons to ascertain their fitness 
for employment in factories and in certain occupations. He has an opportunity of 
getting to know, as well as the physical condition of each boy and girl, their home 
backgrounds, attitudes to work, hobbies, and all aspects of their general welfare. 
In this report Dr. Herford summarises his findings and gives a most helpful com- 
mentary, for employers and welfare workers, on the health, social and psychological 
problems of the adolescent in industry. (331-3) 
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THE STOCK EXCHANGE OFFICIAL YEAR-BOOK, 1957. Vol. L 
Arthur Francis Benn Cooke. Skinner, 165s. per set of 2 vols. 1957. 25°5 cm. 
1,936 pages. Index. 

The information contained in this volume has been revised to date, and consists of a 

comprehensive list of public companies in Great Britain, the Dominions and 

Colonies, America, and some other countries, with the amount of capital and 

dividends held by the companies. The Mines Section has been transferred to this 

volume from the second, which will be published in September, and will contain 
the commercial and industrial section, and a complete index to the two volumes. 

A Register of Defunct and Other Companies for 1957 will appear at the same time 

as Volume II. (332-61) 


THE CASE FOR INDUSTRIAL PARTNERSHIP. G. D. H. Cole. 
Macmillan, 73.64. 1957. 19 cm. 128 pages. 
Professor Cole, whose economic and social writings are widely known, considers 
that the welfare state stops short of true socialism in that it does not solve the problem 
of redundancy, with its consequent lowering of status of those whose work is no 
longer required. He sees the solution in a form of guild socialism which would give 
a recognised status of partnership for the employed workers of every type and would 
involve a new form of industrial management. He realises that his suggestions are 
controversial, and deliberately presents them as simply and briefly as possible as a 
basis for discussion. (335) 


THE BRITISH TINPLATE INDUSTRY. A History. W. E. Minchinton. 
Oxford University Press, 35s. 1957. 22°5 cm. 302 pages. 5 diagrams. Map. Biblio- 
graphy. Index. 

This is a timely publication by the Lecturer in Social and Economic History at 

University College, Swansea. The tinplate industry, which is concentrated in the 

region of Swansea, is undergoing extensive reorganisation, and it is important that 

its history should have been written while full records were still available. The author 
traces the developments from early times, describing the type and volume of output 
at various periods, the organisation of labour and the impact of foreign competition. 

Statistical tables are given in an appendix, together with a note on the pack-mill 

process and an interesting history of the canning industry. (338-47) 


THE COTTON INDUSTRY IN GREAT BRITAIN. R. Robson. 
Macmillan, 60s. 1957. 22 cm. 384 pages. Diagrams. Index. 
The standard works on the cotton industry have stopped short of the latest develop- 
ments, and this volume by the Director of the Economics and Statistics Department 
of the Cotton Board, Manchester, will be welcomed by economic historians as well 
as by those engaged in the industry. Dr. Robson gives particular attention to the 
developments of the last forty years. He describes the location and general organisation 
of the industry, and the specialisation within it, and devotes chapters to prices, pro- 
duction and investment policy, collective regulation, and future prospects. The book 
is well provided with statistical tables. (338-47) 


RESTRICTIVE TRADE PRACTICES. The Business Man’s Guide to 
the Act. K. C. Johnson-Davies and R. D. Harington. Macdonald & Evans, 25s. 
1957. 21°5 cm. 206 pages. Index. 

This volume on the Restrictive Trade Practices Act, 1956, is prepared mainly for 

use by business executives. The Act requires the registration in Britain of agreements 

dealing with restrictive practices and provides for their review by a specially consti- 
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tuted court. After filling in the background and outlining the Act, the authors cover 
the general principles of liability to registration, agreements excepted from registra- 
tion, the registrar and the procedure for registration of agreements, the criteria of 
the public interest by which the new Restrictive Practices Court will review agree- 
ments and the constitution of that court. Appendices give the text of the Act of 1956 
and the Registration of Restrictive Trading Agreements Order, 1956. (338-8) 


Law 
CONSTITUTIONAL PROBLEMS IN PAKISTAN. Sir Ivor Jennings. 
Cambridge University Press, 428. 1957. 22°5 cm. 394 pages. Index. 

No one is perhaps better qualified than Sir Ivor Jennings to write about the constitution 
of Pakistan. For two years he was adviser to the Pakistan government in this specialist 
field. He tells of the legal consequences of the Governor-General’s dramatic dissolution 
of the Constituent Assembly in 1954, an event which was to be the prelude to litigation 
of fundamental interest to students of constitutional law throughout the Common- 
wealth. His introduction provides the background. Four cases are discussed. The judg- 
ment in the Speaker’s case led to constitutional confusion, for it was considered to 
have rendered invalid most of the legislation in Pakistan since 1948. Of particular 
interest is the application of the doctrine of necessity to the condition of emergency 
created by the decision in this case. The book is of outstanding importance to students 
of constitutional law and parliamentary government. (342°547) 


THE DISCHARGE AND MODIFICATION OF RESTRICTIVE 
COVENANTS. G. H. Newsom. Sweet & Maxwell, 45s. 1957. 24°5 cm. 
480 pages. Index. 

This work attempts to consider systematically the exercise by the Lands Tribunal 

for England of the jurisdiction conferred on it to discharge or modify restrictive 

covenants on land. After an introduction dealing in ten chapters with the different 
aspects of the subject, the main part of the work consists of reports of cases before 

the Lands Tribunal dealing with restrictive covenants over the period 1950 to 1956 

and which hitherto have been available only in certain periodicals and also in a 

duplicated form. (347°2) 


Social Welfare 
THE PROBLEM OF ‘THE PROBLEM FAMILY’. A Critical Review 
of the Literature concerning the ‘Problem Family’ and its Treatment. A. F. Philp 
and Noel Timms. Family Service Units, 7s.6d. 1957. 21°5 cm. 88 pages. Bibliography. 
This admirable report, of direct concern to social workers and those administering 
social seryices, will also appeal to intelligent general readers who ask what help can 
usefully be given to hopelessly inadequate families. It provides a bibliography and 
critical survey of writings on problem families, and an account of practice in England, 
America and Holland. The authors, members of Family Service Units, lay bare the 
fundamental question of whether coercion (beneficent and disguised) has a proper 
place in social case work in a democratic society. (362-8) 


Criminology 
SEXUAL OFFENCES. A Report of the Cambridge Department of 


Criminal Science. Preface by L. Radzinowicz. Macmillan, 63s. 1957. 22-5 cm. 
(English Studies in Criminal Science, Vol. 9) 


The results of an enquiry based on about a quarter of the sexual crimes known to the 
police during one year within fourteen representative police areas in England and 
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Wales. The main section centres upon two thousand cases of conviction. The various 
considerations which have guided the courts in passing sentence have been scrutinised, 
with particular reference to the type of punishment given. Over a period of four 
years, the subsequent conduct of sexual offenders has been traced in an attempt to 
estimate the degree of success in controlling the repetition of similar crimes. The 
report ends with a comprehensive legal survey of the substantive law and law of 
evidence. Memoranda from four European countries and from the United States 
give a comparative statement of the law. (364-15) 


THE ENGLISH PENAL SYSTEM. Winifred E. Elkin. Penguin Books, 
38.6d. 1957. 18 cm. 288 pages. Bibliography. Index. Paper covers. (Pelican Books) 
This book deals with the treatment of offenders after conviction of an offence under 
English criminal law. The author surveys the types of offenders in the courts and the 
general aims of the English penal system. After outlining the several methods of 
dealing with different age groups, she goes on to survey in detail the treatment of 
juvenile offenders. The next six chapters are on the prison system, its work, conditions, 
staff and organisation. The following chapters cover social work and after-care and 
the treatment of young adult offenders and the Borstal system. The author, who has 
had much experience as a social worker, concludes with some general considerations 
on the whole problem of rehabilitation of wrong-doers. (365-942) 


Education 


EDUCATION AND CHANGE. A bovk mainly for those who work in 
countries where education is part of a process of rapid social change. R. A. Hodgkin. 
Cambridge University Press, 9s.6d. 1957. 19 cm. 156 pages. Diagrams. Bibliography. 

After a career of teaching and travel in Africa, the Middle East and India, including 

sixteen years in the Sudan where he became Principal of the Institute of Education 

at Bakht er Ruda, the author returned to England to become Headmaster of 

Abbottsholme School. His book is a collection of stimulating thoughts and ideas 

on the impact of Western culture on age-old societies accustomed to relatively simple 

ways of living; on the disturbances which arise when traditional modes of expression 
become thus outdated; and on the general clash of cultures now taking place in Asia 


and Africa. (370) 


PSYCHOLOGY IN THE CLASSROOM. James Mainwaring. University 
of London Press, 7s.6d. 1957. 19 cm. 128 pages. Diagrams. Bibliography. Index. 
The author of this very useful little book speaks as a teacher of thirty years’ practical 
experience, as a lecturer in a training college, and a Fellow of the British Psychological 
Society. A good example of the British approach to the subject, Dr. Mainwaring’s 
book is a concise and sensible analysis of important classroom problems, e.g., attention, 
maintenance of interest, learning, remembering, understanding, thinking, fecling and 
creating, and subjecting oneself and others to mental, moral and social discipline. 
This is a book for every teacher, at any stage of his career. (370-15) 


A SHORT HISTORY OF EDUCATIONAL IDEAS. S. J. Curtis and 
M. E. A. Boultwood. 2nd edition. University Tutorial Press, 21s. 1957. 21-5 cm. 
$72 pages. Bibliography. Index. 

For a generation in which the verdict ‘never have we been master of so many facts 

and sure of so few principles’ might well be applied to education throughout the 

world, a history of educational ideas is timely. The authors have produced a useful 
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book for teachers and educators, summarising in a series of well-written and 
positively enjoyable essays the contributions to educational thought of the Western 
world from Plato to Dewey, and beyond. It was first published in 1953 and this 
edition amplifies the section on modern European experiments and adds material on 
Gentile, Croce and Bergson. It will be an important textbook for teachers in training, 
and salutary reading for all those caught up in the machinery of education and in 
danger of forgetting its principles. (370-9) 


ART IDEAS FOR SCHOOLS. Alan R. Watts. Harrap, 8s.6d. 1957. 
20 cm. 76 pages. Illustrations. 

A useful little book for art teachers, full of ideas for keeping alive the interest and 

enthusiasm of children of all ages up to fifteen or sixteen. Suggestions are given for 

working in different media—pencil, crayon, pen and ink, water-colour, stencil, 

cut-paper, etc.—and applying them to numerous objects ranging from simple 

designs and lettering pieces to household articles and light crafts. (375-7) 


THE ORGANISATION OF SCIENCE IN ENGLAND. A Retrospect. 
D. S. L. Cardwell. Heinemann, 18s. 1957. 22-5 cm. 214 pages. 2 diagrams. 
Bibliography. Index. 

Dr. Cardwell traces the changes in the opportunities available for learning and 

teaching applied science in England between 1800 and 1918, and shows how these 

came about. The artisans’ increasing interest in science in the early part of the roth 
century led to the founding of Mechanics Institutes. During the middle years the 
examination system was established at the older universities, and the next forty 
years saw the rise of the provincial university colleges, the beginning of the technical 
education and polytechnic movements, and the further organisation of applied 
science in newly established research and analytical laboratories. By the end of the 
century numerous opportunities were available for scientists in the teaching pro- 
fession. Dr. Cardwell concludes his scholarly and important book with a plea for 
the liberalisation of scientific education. (378-996) 


LINGUISTICS 


A BOOK OF ENGLISH IDIOMS. With Explanations. V. H. Collins. 
2nd edition. Longmans, 11s.6d. 1957. 19 cm. 272 pages. Index. 
Many corrections and revisions, some of considerable importance, have been included 
in the second edition of this successful book, first published in 1956. Over a thousand 
idioms most frequently used today are dealt with by giving their meaning, usage and, 
often, their origin. A useful introduction outlines the author’s aims in his choice of 
examples and discusses the characteristics of idioms, colloquialism and slang. A wel- 
come practical guide for student and general reader. (423-1) 


USAGE AND ABUSAGE. A Guide to Good English. Eric Partridge. 
sth edition. Hamish Hamilton, 21s. 1957. 22 cm. 390 pages. 
The reputation gained by this book since its first publication in 1947 will be enhanced 
by this edition, revised, brought up to date, enlarged and reset. The author discusses 
the use and misuse of single words and phrases; synonyms, the confusion of words, 
the use of prepositions, etc. Among the longer entries are lively discussions on agree- 
ment, style, participles and punctuation. Many illustrative examples are from 
linguistic authorities, standard authors and the press, modern writers and speakers. 
Professor Greet’s annotations on American usage widen the appeal of a remarkable 


book. (428-3) 
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PURE SCIENCE 


THE YEAR BOOK OF THE ROYAL SOCIETY OF LONDON, 
1957. The Royal Society, 15s. 1957. 22 cm. 360 pages. Index. 
This Year Book gives information on all aspects of the work and organisation of the 
Royal Society, and the present issue includes the Report of the Council for 1956, 
as well as the Statutes and Standing Orders of the Society. There is a list of Fellows 
and Foreign Members, and information on the various committees and boards, 
with details of the library and publications, funds and bursaries of the Society. The 
Royal Society appoints the British Delegates to meetings of the International Council 
of Scientific Unions, and of the International Unions in different branches of science, 
with which the various international committees are concerned. (506-2) 


MATHEMATICAL TABLES. Vol. 1. The Use and Construction of 
Mathematical. Tables. L. Fox for the National Physical Laboratory. H.M. 
Stationery Office, 17s.6d. 1957. 27°5 cm. 64 pages. Bibliography. Paper covers. 

A reference book on the use and construction of mathematical tables, in particular 

of the tables to be published in this series. These will be of rather rare functions, 

compactly tabulated for economy, and therefore requiring some knowledge of 
interpolation techniques and error analysis. These last are covered by the first two 
parts of the book; the third part deals with construction of mathematica] tables and, 
therefore, to some extent, with computational techniques in general. Appendices 
cover notation; a formulary; and an account of generalised theory of ‘throw-back’. 

There are selected references to practical texts. Compiled by an expert in conjunction 

with experts, this book is essential to all computing groups in industry, technology 

and science. (s10-85) 


PRACTICAL GEOMETRY AND ENGINEERING GRAPHICS. 
A Textbook for Engineering and Other Students. W. Abbott. 6th edition. 
Blackie, 22s.6d. 1957. 22 cm. 368 pages. Diagrams. Index. 

A good textbook for first-year engineering students. The text is concise, and restricted 

tothe left-hand pages. The numerous illustrations appear on the right-hand pages. This 

edition is substantially a reprint with the addition of some worked examples. —_ (515) 


STATISTICAL METHODS IN RESEARCH AND PRODUCTION. 
With Special Reference to the Chemical Industry. Edited by Owen L. Davies. 3rd 
edition. Oliver & Boyd for Imperial Chemical Industries, 45s. 1957. 25 cm. 408 pages. 
Diagrams. Bibliography. Indexes. 

For this third edition the text has been thoroughly revised. It is written by a team 

of experts under the auspices of Imperial Chemical Industries Ltd., and particularly 

valuable are the many actual examples taken from the files of this concern. The revision 
is based not only on advances in statistical methods but also on greater experience in 
their application, especially as regards the choice of the best method. Thus more 
emphasis is given to the use of confidence limits. Well produced and very clearly 
written, the book requires only moderate prior knowledge of mathematics and is 
strongly recommended for those who intend to use statistical techniques for chemical 
research and for industrial production (even outside the chemical field). (519°9) 


Astronomy 

VISTAS IN ASTRONOMY. Vol. 2. Edited by Arthur Beer. Pergamon 
Press, £15 158. 1956. 25 cm. 1,000 pages. Plates. Diagrams. Maps. Bibliography. 
Indexes. (Journal of Atmospheric and Terrestrial Physics. Special Supplements) 

The second volume of this monumental work covers geophysics, minor planets 
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and meteors, stellar astronomy, photometry, spectroscopy and cosmology. The aim 
of each of the contributors, of which there are over one hundred, has been to present 
a short historical study of the most significant developments in his own subject, to 
show how contemporary theories meet the known facts, and to emphasisé the lines 
along which research is proceeding. In most cases the author’s own rescarches have 
contributed in no small measure to our knowledge of the subject and rarely has such 
a large number of international scientific authorities appeared together in one book. 
Many of the articles will be standard sources in their respective fields for many 
years to come and the two volumes will be indispensable to all engaged in astronomical 
research. (520-4) 


GUIDE TO STARS. Walter Widmann and Karl Schiitte. Translated trom 
the German, revised and adapted by A. Beer. Thames & Hudson, 21s. 1957. 20 cm. 
224 pages. Photographs. Diagrams. Star Charts. Constellation Maps. Index. 
(Open Air Guides) 

An ideal introduction to astronomy for those who have no previous knowledge of 

the subject. It seeks to awake a practical interest by a series of star charts which show 

the main constellations visible in the northern hemisphere at monthly intervals 
throughout the year. The charts emphasise the characteristic bright stars, but details 
of variable and double stars, clusters and nebulae are also included. Apart from the 
charts there are chapters on the solar system, the brightness and proper motions of 
the stars, nebulae and island galaxies, and the many hints on practical observation 
are aided by a series of useful tables covering the astronomical and physical properties 
of stars and planets. (523-8) 


Physics 
PHYSICS. S. G. Starling and A. J. Woodall. 2nd edition. Longmans, 55s. 
1957. 22°5 cm. 1,344 pages. Illustrations. Diagrams. Bibliography. Indexes. 

This is eminently suitable as a textbook for students working for a Pass or General 
Honours degree. In this new edition the bulk of the text remains unaltered but fresh 
material is included in four new appendices covering vacuum physics, electronic 
apparatus, the M.K.S. system of units, and general guidance to further reading. For 
individual topics the student is now provided with useful suggestions, chapter by 
chapter, about where he can find additional information. Many more exercises are 
incorporated than hitherto and answers are now included for a large proportion of 
the numerical questions. (530) 


MATHEMATICS AND WAVE MECHANICS. R. H. Atkin. 
Heinemann, 30s. 1957. 21-5 cm. 364 pages. Diagrams. Index. 
The new physics is based firmly on mathematical concepts and Mr. Atkin’s book is 
therefore timely: he aims to bridge the gap between school mathematics and the 
mathematics with which the modern physicist must be familiar. The first half consists 
of an account of differential and integral calculus, vector algebra and vector calculus, 
multiple integrals, differential equations and classical mechanics. The second introduces 
the various physical domains, such as quantum mechanics, wave motion and the 
wave equation, electron spin, quantum chemistry and statistical mechanics. The 
programme is ambitious; the attempt to compress it into 340 pages is not entirely 
successful, and many statements would perplex the novice unless he could obtain 
amplification and sometimes correction from some other source. But the book gives 
a good summary of mathematical ideas for the student of modern physics. (530-1) 
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HYGROMETRY. H. Spencer-Gregory and E. Rourke. Crosby Lockwood, 
36s. 1957. 22°5 cm. 270 pages. Diagrams. Bibliography. Index. 
Dr. Gregory, who died in March this year, was formerly Reader in Physics at the 
Imperial College of Science and Technology, and was internationally known for his 
work in hygrometry. His collaborator has been responsible for making the instrument 
designed by Dr. Gregory. This work discusses all the principal methods of measuring 
humidity, and the instruments used, both in their theoretical and practical aspects, 
and constitutes a major work of reference. (533-12) 


THE PHYSICS OF ELECTRICAL CONTACTS. F. Llewellyn Jones. 
Oxford University Press, 35s. 1957. 22 cm. 232 pages. Plates. Diagrams. Bibliography. 
Index. (Monographs on the Physics and Chemistry of Materials) 

This excellent addition to this well-known series of monographs deals comprehensively 

with the all-important subject of electrical contacts, and its main purpose is to give 

an account of the fundamental physical processes involved. The subject matter ranges 
over electron and ionization physics, the properties of thin films and semiconductors, 
and the behaviour of metals at high temperatures. The book is mainly intended for 
research physicists and electrical engineers, but could easily be used by under- 
graduates. The author is the Professor of Physics in the University of Wales. (537) 


PROGRESS IN NUCLEAR PHYSICS. Vol. 5. Edited by O. R. Frisch. 
Pergamon Press, 80s. 1956. 25 cm. 334 pages. 2 plates. Diagrams. Bibliography. 
Indexes. 

Among the seven short monographs in the fifth volume of this very useful series are 

one or two of particularly topical interest, e.g., “The Bubble Chamber’ and “The 

Neutrino’. The majority deal with experimental methods rather than theoretical 

interpretation, and those on “New Electronic Techniques for the Nuclear Physicist’ 

and on “Organic Scintillators’ are of wide interest. Those on “The Determination of 

Nuclear Reaction Energies by Deflection Measurement’, “The Inelastic Scattering 

of Fast Neutrons’ and “The Radius of a Nucleus’, while of more restricted interest, 

are very well done. Although the book is primarily for nuclear physicists and physics 
students, the clear and compact contributions can be read and understood by other 
scientifically trained readers. Considerable credit for the high standard and usefulness 
of this well-produced volume must go to the editor. (539°7) 


NEUTRON TRANSPORT THEORY. B. Davison with the collabora- 
tion of J. B. Sykes. Oxford University Press, 75s. 1957. 23°5 cm. 470 pages. 
Diagrams. Bibliography. Indexes. (International Series of Monographs on Physics) 

This is the first comprehensive account to appear of the theory which governs the 

migration of neutrons through bulk media. The principal application of the theory 

is to the study and design of nuclear reactors, particularly the determination of critical 
size, and for this reason the statistical treatment is based on collision laws dynamics 
in the energy range 1/40 eV to a few MeV. After deriving the basic transport 
equation, the authors give a detailed account of the constant cross-section approxima- 
tion and then go on to discuss energy-dependent problems. The statistical theories 
expounded here are of some significance to the other branches of physics, notably 
the transfer of radiation in stellar atmospheres and the study of cosmic ray showers, 
and the book will therefore interest, not only atomic physicists but astrophysicists, 
mathematicians and others working in these fields. (539°72) 
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RADIOISOTOPES: A New Tool for Industry. Sidney Jefferson. Newnes, 
17s.6d. 1957. 19 cm. 118 pages. Illustrations. Index. 
This little book addresses itself to the business man and layman with technical 
responsibilities. A number of industrial and technological applications of radioisotopes 
are described, and then follows an elementary account of some of the fundamentals of 
radioactivity. The author is extremely well qualified for his task: he has not only been 
responsible for many of the applications which he describes but also, owing to his 
association with the Isotope Advisory Service at Harwell, he has much experience of 
answering enquiries on radioisotopes. The book is clearly written and copiously 
illustrated. (539°752) 


Chemistry 
LABORATORY GLASS-WORKING FOR SCIENTISTS. A. J. B. 
Robertson, D. J. Fabian, A. J. Crocker, J. Dewing. Butterworth, 22s.6d. 1957. 
22 cm. 198 pages. Diagrams. Bibliography. Indexes. 
After a short historical introduction, there follows a chapter on the physical and 
chemical properties of glass. This is a brief summary of the subject, too detailed for 
ordinary purposes but insufficient for the expert, though the omissions are balanced 
by a good list of references. The chapter on basic glass-working operations is full of 
information, though a wide range of operations from simple breaking of tubing to 
spinning out feet is covered in the space of a few pages. Metal-to-glass seals are well 
described and the construction of some typical single pieces of equipment should be 
helpful to scientists who have mastered the simple techniques described earlier in the 
book. It is a book for the advanced scientist rather than the more junior laboratory 
staff. (542) 


INORGANIC MICROANALYSIS: Qualitative and Quantitative. 
A Short Elementary Course. Ronald Belcher and Cecil L. Wilson. 2nd edition. 
Longmans, 21s. 1957. 22 cm. 164 pages. Diagrams. Bibliography. Index. 

This well-produced new edition of Qualitative Inorganic Microanalysis has been 

expanded to include quantitative. The book has also been carefully brought up to 

date and a certain amount of unnecessary detail has been removed. The techniques 
and methods described are relatively novel as far as degree training is concerned, but 
they are very useful in producing manipulative skill and discipline. Both the tech- 
niques and the book can be strongly recommended to teachers of the subject in 
universities and technical colleges, and to students. (543) 


COLORIMETRIC ANALYSIS. Vol. I. Determinations of Clinical and 
Biochemical Significance. N. L. Allport and J. W. Keyser. 2nd edition. Chapman 
& Hall, 50s. 1957. 22 cm. 436 pages. Diagrams. Bibliography. Indexes. 

This second edition of a work well known in the field of analytical chemistry has been 

thoroughly revised and extended to two volumes, the second of which has yet to 

come. The present volume is devoted chiefly to clinical and biochemical analyses. It is 
thoroughly practical, describing the techniques of only those colorimetric methods 
which are definitely known to be reliable. Tests for about 100 substances are dealt 
with. Mr. Allport reminds us, with continued and scholarly care, of the sometimes 
limited accuracy of colorimetric methods; the greatly extended importance and 
application of these methods, however, becomes clearly apparent in this work. There 
are adequate name and subject indexes and full bibliographies for each chapter. 
(545-8) 
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ELEMENTARY PRACTICAL ORGANIC CHEMISTRY. Part L 
Small Scale Preparations. Arthur I. Vogel. Longmans, 21s. 1957. 22-5 cm. 378 pages. 
Diagrams. Index. 

The first of three volumes, Part II of which will deal with qualitative and Part If 

with quantitative organic analysis. Small-scale preparations are of interest in many 

laboratories as reducing the costs of apparatus and chemicals and because they often 
require less bench space. All the apparatus described here has been carefully selected 
or designed so that the student may be able to proceed without difficulty to handle 
preparations on a macro scale. This is a comprehensive textbook designed to mect all 
the requirements of university and technical college students over their full under- 
graduate course. It covers in adequate detail the main aromatic and aliphatic com- 
pounds and has valuable supplementary chapters on experimental techniques and 
miscellaneous compounds and reactions. (547) 


Speleology 
ONE THOUSAND METRES DOWN. Jean Cadoux and others. 
Translated from the French by R. L. G. Irving. Allen & Unwin, 21s. 1957. 22 cm. 
194 pages. Numerous photographs. Maps. 
Speleology (underground exploration) may be regarded as inverted mountaineering, 
and, like mountaineering, it now makes thorough use of the resources of modern 
science in organising and making a descent. This book consists of chapters by indi- 
vidual members of a speleological team which, working in the Grenoble district in 
the Berger chasm—a complex system of shafts, caverns, and galleries, with water 
courses, falls and lakes—achieved after prolonged efforts what in 1955 was a record 
descent of 985 metres. Speleologists, again like mountaineers, are sustained in their 
exacting undertakings by enjoyment of effort, and the strong sense of comradeship 
which develops among them. The reader will learn the varied types of obstacles 
which confronted the team and precisely how they were overcome. (551-44) 


Meteorology 

WEATHER MAP. An Introduction to Weather Forecasting. Meteorological 
Office, Air Ministry. 4th edition. H.M. Stationery Office, 10s.6d. 1957. 24°5 cm. 
112 pages. Diagrams. Maps (some in colour). Index. 

Since the last edition (1939) the great extension of upper-air observations has radically 

altered the weather forecaster’s approach to his job. The present edition reflects the 

greater attention now paid to upper-air information, though the title Weather Map 

records that the surface chart remains the forecaster’s main tool. : (551-5901) 


Prehistoric Archaeology 

THE SCYTHIANS. Tamara Talbot Rice. Thames & Hudson, 21s. 1957. 21 cm. 
256 pages. 62 photographs. 65 drawings. 4 maps. Bibliography. Index. (Ancient 
Peoples and Places) 

This neatly produced little volume is among the first to appear in a promising new 

series. No popular introduction to this romantic steppe people exists in English, and 

Mrs. Rice’s enthusiastic account of their history, life and art is very much to be 

welcomed. The plates do justice to the magnificence and vigour of the best Scythic art 

and show how it came to influence the later Celtic and Teutonic artists of western 

Europe. A good, unpretentious book that should arouse interest in a significant and 

little known chapter of history. (571-095) 
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Anthropology 
THE TRIBES OF NORTHERN RHODESIA. W. V. Brelsford. 
Government Printer (Lusaka, N. Rhodesia), 12s.6d. 19$7. 22 cm. 138 pages. 22 photo- 
graphs. 3 maps. Bibliography. Index. 
A most useful handbook giving some account of all the tribes of Northern Rhodesia. 
Linguistic, ethnographic, and historical details of each tribe are given and there is a 
large tribal map with different colours for each language group. The illustrations are 
admirably chosen to show not only the different tribal types but some of the out- 
standing Chiefs. Most of the photographs are dated, and this is useful in indicating 
the changes in tribal costume and other alterations that have taken place over the years. 
A final chapter by Dr. Clyde Mitchell, “The Tribes in the Towns’, shows how tribal 
identity is affected when Africans move to urban areas. ($72°96894) 


Biology Biochemistry 
KINETICS AND THERMODYNAMICS IN BIOCHEMISTRY. 
H. Geoffrey Bray and Kenneth White. Churchill, 42s. 1957. 24 cm. 356 pages. 
1 plate. 71 diagrams. Bibliography. Index. 
The authors, Lecturers in Biochemistry, Department of Physiology, Birmingham 
University, intend their textbook for honours and postgraduate students of bio- 
chemistry, also for biochemists or physical chemists unfamiliar with these problems. 
Their aim is to outline the contribution which physical chemistry has already made to 
biochemical research and to suggest how it may be applied to biochemical problems 
still awaiting solution. In dealing with each subject, they first discuss general principles, 
proceeding from the simplest to the more complex reactions, and finally to the whole 
organism, elucidating theory by examples from biochemical investigations. The 
mathematics required for an understanding of this work are up to the level of simple 
calculus. (574-19) 


CIBA FOUNDATION SYMPOSIUM ON THE CHEMISTRY 
AND BIOLOGY OF PURINES. Editors for the Ciba Foundation: 
G. E. W. Wolstenholme and Cecilia M. O’Connor. Churchill, 48s. 1957. 21 cm. 
340 pages. 5 plates. Charts. Index. 

Under the chairmanship of Professor Adrian Albert and attended by thirty research 

workers from the British Commonwealth, Europe and the United States, the 

symposium was held in London in May, 1956. This volume gives a verbatim and 
documented report of the twenty-two papers presented on that occasion and of the 
discussions which followed cach paper. Here will be found detailed accounts of recent 
advances over the last few years in fundamental research and its clinical application— 
for example, synthetic studies on purines, nucleoside synthesis, enzymology, new 
purines in vitamin B,,, puromycin and its trypanocidal and anti-tumour activity, and 
6-mercaptopurine in the treatment of leukaemia. (57419) 


MITOCHONDRIA AND OTHER CYTOPLASMIC INCLUSIONS. 
Cambridge University Press for the Company of Biologists on behalf of the Society for 
Experimental Biology, 55s. 1957. 25 cm. 206 pages. Illustrations. Diagrams. Biblio- 
graphy. (Symposia of the Society for Experimental Biology, No. X) 

These symposia are by now established annual events. As before, the main papers 

which were read at the meeting held at Oxford in September 1955 are reproduced 

in article form, each with its own bibliography and plates. There is no introduction 
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and only the briefest of prefaces. Topics covered mainly concern the structure of 
mitochondria, Golgi apparatus and so on, as revealed by phase-contrast and electron 
microscopy, and the chemical functioning of such cell inclusions. (574°8) 


Evolution 


THE STORY OF LIFE. H. E. L. Mellersh. Hutchinson, 21s. 1957. 22 cm. 
264 pages. Numerous illustrations. Index. 
In this survey of the process of evolution, very properly the main concern is with 
the vertebrates and particularly the evolution of man, yet the points which are selected 
to tell the story are not the usual ones: few books, for instance, end the story with 
‘The Growth of Love’. While specialists may dispute some of the generalisations, 
which are inevitable in a book of this kind, the author is to be commended for his 
honesty in presenting both sides of the dispute on the mechanism of evolution. The 
account is notable for its concise statement of fact, the breadth of its understanding 
and its easy, flowing style. This is a book to be read by all, but particularly by the 
aspiring biologist, as a synoptic view of present-day biology. (575) 


Botany 


BRITISH TREES. A Guide for Everyman. Miles Hadfield. Dent, 30s. 
1957. 22 cm. 494 pages. 150 illustrations. Bibliography. Index. 
Mr. Hadfield is mainly known asa writer about gardens, gardening and flowers. 
Here he devotes his attention to trees, including the many introduced species which so 
often puzzle us to identify. It is a book for reference and for browsing. The botanical 
relationships of the systematic groups are emphasised by family and genus, as well as 
species, descriptions and interesting facts about provenance, uses, varieties and distri- 
bution are given. The illustrations have the minimum of line, and show twigs, leaves, 
flowers and fruits in clear, unembarrassed detail. (581-942) 


Zoology 


THE SPIRIT OF THE WILD. Studies in North American Wild Life. 

William J. Long. Heinemann, 18s. 22 cm. 256 pages. Drawings by Ray Houlihan. 
Dr. Long, who died in 1952 aged eighty-six, was well known in his time as a keen 
observer of animals and a fiercely argumentative writer about them. These articles 
were found after his death and are somewhat mixed. Nevertheless, the keenness of 
observation, the skill in tracking and the charm of reflective aside, as well as the power 
of dogmatic assertion, bring the writer before us again as a literary figure of no mean 
stature. His descriptions of the daily life of bears, wolves, beavers, deer, porcupines, 
etc., are delightfully direct; the later articles show a transition of interest to psycho- 
logical fields which were hardly opened up when he wrote. (591-97) 


THE HAWFINCH. Guy Mountfort. Collins, 18s. 1957. 20 cm. 188 pages. 
18 photographs. 32 drawings and maps. Index. (New Naturalist Special Volume) 
Mr. Mountfort has spent much of his spare time over many years studying the largest 
and most secretive of Britain’s finches, and his monograph is wonderfully compre- 
hensive. Most naturalists know the monstrous exaggeration of the hawfinch’s bill 
from illustrations, but many have never seen the bird and few, indeed, can have been 
as intimate with it as Mr. Mountfort. The photographs and the drawings add even 
more to the value of a book which all ornithologists will want on their shelves, but it 
is sad that even an abbreviated bibliography had to be omitted. (598-2942) 
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WILDFOWL OF THE BRITISH ISLES. Peter Scott and Hugh Boyd. 
Country Life, 21s. 1957. 25 cm. 64 pages of text. 32 pages of plates. Illustrations in 
colour and decorations in black and white by Peter Scott. Bibliography. 

Although the text contains, under each species heading, a description of each of 

Britain's swans, geese and ducks, the colour plates will form the primary reference 

section. These include all the puzzling plumages and will be most useful for orni- 

thologists visiting estuaries and lakes in autumn and winter. The text contains a 

condensed summary of what is known about voice, range, Bntish distribution, 

nesting and food, an d, although commendably up-to-date, it draws painful attention to 
the gaps in our knowle -dge. This is one of the avowed objects of the book. Mr. Boyd is 
biologist at the Wildfowl Trust’s grounds at Slimbridge, Gloucestershire. ($98-2942) 


A POPULATION STUDY OF PENGUINS. L. E. Richdale. Oxford 
University Press, 42s. 1957. 24°5 cm. 202 pages. 2 photographs. 8 diagrams. Biblio- 
graphy. Index. 

Mr. Richdale has been making an intensive study of penguins—especially the yellow- 
eyed penguin—in New Zealand since 1936. He has already published a book on their 
behaviour, and in this volume he presents the data he collected by marking individual 
birds so that each could be recognised. He throws much light on numbers, birth and 
death rates, the proportion of different age classes and so on. The work will be of 
great reference value to biologists interested in breeding habits and in vital statistics; 

and many amateur naturalists will gain pleasure and profit from reading it. (598-44) 


MAN AS AN ANIMAL. W. C. Osman Hill. Hutchinson, 10s.6d. 1957. 

19 cm. £76 pages. Illustrations. Bibliography. Index. (Hutchinson's University Library) 
One of the foremost students of primate anatomy here presents a compact and 
commendably up-to-date review of the biological study of man. In showing the 
similarities between man and other animals, notably the anthropoid apes, a wider 
range of evidence is presented than is usual. While fossils and anthropology have 
their place, evidence is included from physiology, parasitology, embryology and 
behaviour. It is refreshing to find the story concluded with a consideration of human 
racial types. Yet, by the limits the author has set himself, man emerges as something 
rather less than we know him to be. (s99°8) 


THE MENTALITY OF APES. Wolfgang Kdéhler. Translated from the 
German second revised edition by Ella Winter. Penguin Books, 3s.6d. 1957. 18 cm. 
286 pages. 19 diagrams. Index. Paper covers. (Pelican Books) 

Professor Kéhler’s experiments upon the mental capacities of chimpanzees which 

were carried out in the Canary Islands during the First World War are by now classic 

material for the student of animal behaviour. Professional ethnologists will be grateful 
for this handy and cheap edition, and many curious laymen will be fascinated by 
their first introduction to the careful and painstaking designs which sought to 
overcome the crudities of earlier experiments on the subject. The work also marks 
the beginning of a truly ethnological approach by which the behaviour is analysed 
objectively but without being broken down into over-simplified components. (599-8) 


APPLIED SCIENCE 
Medical Sciences Public Health 
DATA BOOK FOR NURSES. Phyllis M. Piper. Caxton Publishing Co., 
378.6d. 1956. 22 cm. §20 pages. 11 plates (some in colour). 353 diagrams. Index. 
This interesting ready reference book, intended primarily for nurses and also for those 
concerned with the nursing profession, is packed with miscellaneous information 
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presented in a readily assimilated form. On the medical side, it includes notes on 
infection and immunity, infectious diseases, disinfection, emergencies, anaesthesia and 
radiotherapy. It explains simpler pathological investigations, invalid cookery and Dr. 
Lawrence's Diabetic Diet Scheme, and lists and illustrates instruments and apparatus. 
In seven final chapters, it summarises details of nursing education, associations, 
literature, legal enactments, pensions and appointments for medical auxiliaries. 


(610-73) 


A SYNOPSIS OF REGIONAL ANATOMY. T. B. Johnston. 8th 
edition. Churchill, 28s. 1957. 21 cm. 458 pages. 20 plates. 19 diagrams. Index. 
Prepared by the Emeritus Professor of Anatomy, Guy’s Hospital Medical School, 
London, this manual, a supplement to the standard books of anatomy, is intended as 
a guide to revision only if the medical student has completed his dissection of the whole 
body, or the relevant part of the body. Although the text has been revised for this 
edition, any changes reflect shifts in emphasis—according to the importance of the 
subjects to the practitioner—rather than alterations of fact. The manual provides a 
most competent summary for the student; he is also assisted by the clear X-ray plates 
and the lay-out of the book, which is designed to facilitate revision. (611) 


PRINCIPLES OF EPIDEMIOLOGY. Ian Taylor and John Knowelden. 
Churchill, 30s. 1957. 22 cm. 308 pages. 26 illustrations. Index. 
Although this textbook by the Principal Medical Officer (Epidemiology), London 
County Council and the lecturer in the subject at the London School of Hygiene and 
Tropical Medicine is written for students and practitioners, workers in the public 
health field also will find it interesting and useful. The first chapters are concerned 
with describing disease patterns, how mortality and morbidity data are collected 
and rates are calculated, how special surveys are planned and results interpreted. The 
authors then deal with the agents of infection, transmission and host reaction, and 
finally with other factors which determine disease pattern such as crowding and 
dispersal, time, place, family and occupation. The authors draw upon individual 
epidemics to illustrate basic principles, and give references to key literature. (614-49) 


HALE-WHITE’S MATERIA MEDICA, PHARMACOLOGY AND 
THERAPEUTICS. 3oth edition by A. H. Douthwaite. Churchill, 24s. 1957. 
19 cm. $08 pages. Index. 

The latest edition of this concise textbook, thoroughly revised by the Senior Physician 

to Guy’s Hospital, London, presents in a convenient form for practitioner and student 

all the information they are likely to require from the British Pharmacopoeia (1953) 

and its Addendum. Its lucidity and reliability have commended it to readers abroad, 

and with their needs specially in mind, Dr. Douthwaite has given in the pharma- 
cognosy sections the first place to Latin titles, with the English equivalent following. 


(615) 


CLINICAL TOXICOLOGY. The Clinical Diagnosis and Treatment of 
Poisoning. S. Locket. With special sections on The Identification and Estimation 
of Some Common Toxic Substances by W. S. M. Grieve and The Identification 
and Botanical Characteristics of Some of the More Frequently Encountered 
Poisonous Plants by S. G. Harrison. Kimpton, 10$s. 1957. 24 cm. 784 pages. 
16 plates (some in colour). Diagrams. Bibliography. Index. 

Dr. Locket, who is Senior Physician in charge of a Poisons and Barbiturate Unit, at 

Oldchurch Hospital, Romford, which offers advice to practitioners over a wide area 
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on the emergency treatment of poisoning, provides an up-to-date, amply documented 
reference book primarily for them, but also for police officers, pharmacists and 
pharmacologists. The subject is divided into three parts, the first dealing with basic 
treatment, in which the treatment specific for damage to individual organs and 
systems is described, the second relating to symptoms and treatment for individual 
poisonous agents, and the third comprising the two chapters referred to in the title. 
This practical reference book, which is specially indexed for emergency use, fills a 
gap in British medical literature. (615-9) 


SYMPTOMS AND SIGNS IN CLINICAL MEDICINE. An Intro- 
duction to Medical Diagnosis. E. Noble Chamberlain. 6th edition. Wright (Bristol), 
358. 1957. 23 cm. $16 pages. 374 illustrations (19 in colour). Index. 

There is a considerable amount of revision in this edition of the popular textbook by 

the Senior Lecturer in Medicine, Liverpool University, more in regard to the inter- 

pretation of signs and symptoms than to their elicitation, and especially in the chapters 
dealing with the cardiovascular and nervous systems. Dr. Chamberlain has also, in 
some cases, made a different selection of diseases to elucidate the art of diagnosis and 
has introduced a number of new illustrations. The textbook leads the student from 
the techniques of medical examination, with which it deals fully and thoroughly, 
to the simpler instrumental investigations and clinico-pathological tests. (616-07) 


INJURIES OF THE HAND. Ronald Furlong. Churchill, 36s. 1957. 25 cm. 
224 pages. 99 illustrations. Index. 
Here the Assistant Orthopaedic Surgeon to St. Thomas's Hospital, London, describes 
practice and teaching in the hospital’s Orthopaedic Department. His descriptions are 
augmented by an excellent collection of illustrations. He provides an essentially 
practical manual for the less experienced surgeon, in which he simplifies the common 
techniques in so far as this is consistent with the presentation of current views, but 
does not attempt to elucidate those complex methods of reconstructive surgery of 
the hand more appropriately dealt with in special clinics. From a consideration of 
surgical anatomy and technical matters, Mr. Furlong proceeds to detailed discussions 
of skin injuries, infections of the hand, tendon injuries, their after-treatment and 
complications, nerve and bone injuries, and finally post-traumatic disabilities. (617-3) 


THE EYE IN GENERAL PRACTICE. C. R. S. Jackson. Livingstone, 
218. 1957. 22 cm. 160 pages. 25 illustrations (some in colour). Index. 
The Ophthalmic Surgeon, Royal Infirmary, Edinburgh, who has himself had 
experience of general practice remote from an Ophthalmological Department or 
specialist, writes specially for general practitioners similarly placed. He deals in some 
detail with the common diseases of the eye and their treatment, describes how more 
serious conditions of the eye and ocular manifestations of systemic diseases can be 
recognised, and also indicates why specialist advice should be sought. The handbook, 
which is attractively produced and well illustrated, can also assist the practitioner to 
interpret specialists’ reports and to discuss with his patients the treatment recommended 
for them. Finally, there are chapters on the ophthalmic services available in the United 
Kingdom. (617-7) 


THE MANAGEMENT OF ABDOMINAL OPERATIONS. Edited 
by Rodney Maingot. 2nd edition. 2 vols. H. K. Lewis, 160s. 1957. 25 cm. 1,466 
pages. 444 illustrations. Bibliography. Indexes. 

Undoubtedly this second edition, virtually a new work, will, like its predecessor, be 

adjudged the outstanding reference book on this subject for gastroenterologists, 
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general surgeons, senior residents and postgraduate students. There are now thirty- 
two specialist contributors from the United Kingdom and Commonwealth; there are 
many new illustrations, and each volume has a bibliography and comprehensive 
indexes. As to the text, the most important difference is that the proportion of it 
dealing with physiological aspects has been increased to one third. The work fully 
discusses techniques, and gives a thorough and lucid account of pre- and post-operative 
management, and of those aspects to which surgical progress has been largely due, 
such as anaesthesia, blood transfusion, special methods of investigation and the choice 
of patient for operation. It is admirably documented. (617-9) 


MODERN OPERATIVE SURGERY. Edited by the late G. Grey 
Turner and Lambert Charles Rogers. 4th edition. 2 vols. Cassell, 1955/6. 75s. each. 
24 cm. 2,646 pages. Numerous illustrations. Index. 

With the Professor of Surgery, University of Wales, as joint editor, “Grey Turner’ 

maintains its standing as a popular and authoritative reference book of techniques and 

procedures generally accepted in British surgical practice. It does not confine itself 
narrowly to an elucidation of these, but gives the complete picture, indications for 
operation, surgical anatomy, pathology, pre-medication, anaesthesia, after-treatment, 
complications and results. The names of a few of the specialist contributors suggest the 
value of this edition to the surgeon and student; for example, Sir Harry Platt writes on 

operations on nerves, C. Naughton Morgan on the rectum and anal canal, B. W. 

Windeyer on radiotherapy in malignancy and Sir Harold Gillies on plastic surgery. 

The volumes are adequately illustrated and documented. (617°9) 


A TEXTBOOK ON THE NURSING AND DISEASES OF SICK 
CHILDREN FOR NURSES. By various authors. Edited by Alan 
Moncrieff and A. P. Norman. 6th edition. H. K. Lewis, sos. 1957. 21-5 cm. 794 
pages. Colour plate. 145 illustrations. Index. 

This, the most comprehensive British book for nurses on children’s diseases, is based 

on current nursing teaching at the Hospital for Sick Children, Great Ormond Street, 

London, and represents standard practice in the United Kingdom. It is designed as a 

reference work, and also as a textbook for the Final State Examination and for the 

Certificate for Sick Children’s Nurses, some of the examination papers for which 

are here reproduced. Thirty-one specialists contribute to this edition. Besides much 

rewriting and revision to include the advances of the last five years, the changing 
outlook is reflected in an emphasis on preventive medicine and social welfare, the 
normal child and nursing the sick child at home. The illustrations have been revised. 

As in previous editions, much useful information regarding drugs, diets, physio- 

therapy and radiology is given in the appendices. (618-9) 


A SYNOPSIS OF CHILDREN’S DISEASES. John Rendle-Short. 
Wright (Bristol), 35s. 1957. 19 cm. 636 pages. 7 illustrations. Index. 

This volume by the Lecturer in Child Health, Sheffield University, has proved one 
of the most popular of the “Synopsis” series, the texts of which are written in précis 
form and arranged in clearly headed and numbered paragraphs. Dr. Rendle-Short 
intends this volume to augment the standard text-books of paediatrics for students 
working for their final examination, post-graduate diploma or membership of the 
Royal College of Physicians, and as a quick reference book to assist practitioners and 
house physicians. The advances of the last three years are incorporated in this edition. 


(618-9) 
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Engineering: Electrical 
V.H.F. RADIO MANUAL. Theory, Practice and Operation of Commercial 
and Amateur V.H.F. Two-way Radio Systems, F.M. Broadcasting Transmitters 
and Receivers, and Television Tuners. P. R. Keller. Newnes, 30s. 1957. 22 cm. 
224 pages. 194 illustrations. Index. 
Without going into very much mathematical analysis the author manages to give a 
survey of the whole field of V.H.F. theory and current practice. He first deals with 
basic principles, including aerials and methods of measurement, and the later chapters 
describe specific applications of the fundamental principles to broadcasting and to com- 
mercial mobile schemes; chapters are also devoted to amateur equipment and to 
installation and servicing. A reasonable knowledge of fundamental radio principles is 
assumed. The book is well written and at the end of the chapters on basic principles 
a useful bibliography is given for further reading. The author claims with some 
success that he has written for the advanced amateur experimenter as well as the 
engineer, but it is probably too advanced for most servicemen. (621-3845) 


—— Structural 
THE THEORY OF SUSPENSION BRIDGES. Sir Alfred Pugsley. 
Edward Arnold, 42s. 1957. 22 cm. 144 pages. Diagrams. Bibliography. Index. 

Suspension bridges, although in the minority, remain an essential type. The theoretical 
aspect of their design has not received much attention, and this book fills a gap in the 
literature. There have been a few papers on the subject and these receive the author’s 
notice, whilst the spectacular failure of the Tacoma Narrows Bridge is given due 
consideration. In all, the author, who is Professor of Civil Engineering in the 
University of Bristol, has provided a textbook of design that is likely to remain a 
standard work for many years. The treatment is, of course, mathematical, but is 
within the capacity of the present-day student. (624°) 


Aeronautics 
AN A.B.C. OF AERONAUTICS. L. L. Beckford. Cassell, 15s. 1957. 
22 cm. 126 pages. 10 photographs. Diagrams. 

The science of aviation has grown so rapidly and to such an extent during the past 
fifty years that it now possesses a considerable language of its own which is often 
unintelligible to the ordinary reader. To overcome this difficulty Mr. Beckford, 
himself a pilot, has produced a dictionary which explains in simple language the 
meaning of hundreds of aeronautical terms. The many clear diagrams assist the object 
of the book. (629-103) 


‘THE AEROPLANE’ DIRECTORY OF BRITISH AVIATION; 
Incorporating “Who's Who in British Aviation’. Compiled by the Staff of The 
Aeroplane. 1957 edition. Temple Press, 21s. 1957. 22 cm. 638 pages. Indexes. 

The aim of this reference book is to cover all sides of aeronautical activity in the 

United Kingdom and countries of the British Commonwealth. In this issue sections 

have been regrouped and new information has been added to keep pace with develop- 

ments in the aircraft industry. The directory is divided into eight parts: service 
aviation; civil ministries, boards and other authorities; the aviation industry; com- 
mercial aviation; international bodies; learned bodies; aeronautical press; aeronautical 

training; and Who’s Who in British Aviation. (629-13058) 
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Motor Vehicles 


TRADER HANDBOOK 19357. A Legal, Technical and Buying Guide for the 
Motor, Motor Cycle and Cycle Trades. Compiled by “Trader’ Information Bureau in 
collaboration with the Stafts of “Motor Trader’ and “Motor Cycle & Cycle Trader’. 
sist edition. Trader Publishing Co., 15s. 1957. 21 cm. 622 pages. Tables. Indexes. 

Of value to overseas firms seeking contact with British suppliers of motor, motorcycle 

and cycle goods, this yearbook provides a legal guide on points of law affecting motor 

and cycle trades; a list of vehicle and engine manufacturers and concessionaires; 
specifications and servicing data for all types of motor vehicle and cycle; addresses for 
spare parts, repairs and specialist services; a buyers’ guide to motor and cycle trades 

goods and services and an index of registration numbers. (629-2058) 


THE WORLD’S AUTOMOBILES 1880-1955. A snags of 75 Years 

of Car Building. G. R. Doyle. 2nd edition. Temple Press, 15s. 1957. 22 cm. 174 pages. 
This reference book for motoring enthusiasts was first publiched in 1931, and a 
Supplement issued in 1944. The present edition has been completely revised and 
expanded. It consists, apart from some sixteen pages of introductory and informative 
text, of an international list (arranged alphabetically and giving name, place and date 
of manufacture) of nearly 4, 000 cars ranging over three-quarters of a century. To those 
who are concerned with the history of motor car development this book will be 


invaluable. It 1S the product of much research and i 1S claimed to be the only directory 
of its kind in existence. (629-22) 


Agriculture 


AFRICAN LAND DEVELOPMENT IN KENYA, 1946-1955. 
Ministry of Agriculture, Animal Husbandry and Water Resources (Nairobi, Kenya): 
distributed by Crown Agents for Oversea Governments and Administrations, 12s.6d. 
1956. 25 cm. 250 pages. 102 photographs (2 in colour). 11 maps. Index. 

Under the Kenya Ten-Year Development Programme 1946-1955 three million 

pounds was allocated for the reconditioning of African areas and African settlements. 

This report describes what has been achieved in that period; it is, however, much 

more than a formal report, for the very lavish illustrations and numerous maps give a 

fascinating picture of African agriculture in every part of Kenya, and the statistics 

cover a wide variety of allied subjects. The land is the basis of Kenya’s economy, and 
the advance in living standards of the population depends largely on the right use of it; 
this book is therefore of primary importance to all those concerned with the advance 

of East Africa. (630-96762) 


DRY STONE WALLING. F. Rainsford-I Jannay. Faber, 
110 pages. Illustrations (1 in colour). Diagrams. Index. 


21s. 


The craft of building stone walls without mortar has descended from the distant past 
and still survives in many parts of Britain. Colonel Rainsford-Hannay, who has done 
much to keep it alive by organising dyking competitions, describes the principles of 
dry stone building, and gives much useful information and history. The book would 
be improved by condensation and a more logical organisation, but it is a valuable 
record and the illustrations are excellent. (631-2) 


POISON ON THE LAND. The War on Wild Life, and Some Remedies. 
J. Wentworth Day. Eyre & Spottiswoode, 25s. 1957. 22 cm. 256 pages. Index. 

Well known as a writer and broadcaster on agricultural topics, J. Wentworth Day 

has here written a book that should appeal to everybody who cares about the country. 


354 











British Book News, June 1957 


FORTHCOMING BOOKS 


A select list of books to be published in or about AUGUST, 1957. 
These books may or may not be reviewed in British Book News. 


Religion 

THE ART OF MEDITATION. Joel S. Goldsmith. (Allen & Unwin, about 9s. 6d.). On the value 
and practice of prayer. 

A DICTIONARY OF HYMNOLOGY. John Julian. (Murray, 105s.). Re-issue of a famous 
standard work. 

ST. BERNARD OF CLAIRVAUX. An Essay in Biography. Bruno S. James. (Hodder & 
Stoughton, 12s. 6d.) A study of St. Bernard and of the rapid growth of the Cistercian 
Order under his inspiration and organising genius. 


Social Sciences 
INTERNATIONAL MONETARY POLICY. W. M. Scammell. (Macmillan, no price yet.) 


THE STATESMAN’S YEAR-BOOK 1957. Edited by S. H. Steinberg. (Macmillan, about 42s. 
or 45s.) 


Science and Technology Medicine 

THE ANCIENT CIVILIZATIONS OF PERU. J. Alden Mason. (Penguin, 6s.) 

ANCIENT LANDSCAPES. Studies in Field Archaeology. John Bradford. (Bell, about 63s.). 
Describes new discoveries made by the author from air photographs and their impor- 
tance for the study of archaeology and history. 

BEHAVIOUR OF METALS AT ELEVATED TEMPERATURES. (Jliffe, 21s.). Four papers read to the 
Institution of Metallurgists by leading authorities on different aspects of this subject 
at their annual refresher course, 1957. 

BRITAIN’S NATURE RESERVES. E. M. Nicholson. (Country Life, 30s.). The Director-General 
of the Nature Conservancy describes various Nature Reserves which serve as outdoor 
laboratories or ‘museums’ for the study and preservation of nature. 

THE CARE OF YOUR CAT. P. M. Soderberg. (Cassell, 30s.) 

CHEMICAL METHODS IN CLINICAL MEDICINE. G. A. Harrison. 4th edition. (Churchill, no 
price yet.) 

FLYNN’S FLYING Doctors. Harry Hudson and P. R. Stephenson. (Heinemann, no price 
yet). An account of the origin and history of the flying medical service which operates 
over the vast and sparsely populated interior of Australia. 

GUIDE TO BROADCASTING STATIONS 1957-58. Compiled by ‘Wireless World’. (Jliffe, 
2s. 6d.). All European long- and medium-wave broadcasting stations and over 1,900 
short-wave transmitters in 125 countries are listed both geographically and in order 
of frequency and wavelength. 

HOVERING ANGELS. John Frayn Turner. (Harrap, 12s. 6d.). The story of the Navy’s 
helicopters. 

LAND OF THE TOLLUND MAN. The Prehistory and Archaeology of Denmark. Palle Lauring. 
(Lutterworth Press, 35s.) 

THE MEASUREMENT OF SOIL PROPERTIES IN THE TRIAXIAL TEST. Dr. A. W. Bishop and D. J. 
Henkel. (Edward Arnold, 45s.) 

MEDICINE AND THE NAVY, 1200-1900. Vol. I, 1200-1649. Surgeon-Commander J. J. Keevil. 
(Livingstone, 40s.). To be completed in four volumes. 

NOTHING LIKE SCIENCE. Magnus Pyke. (Murray, 16s.) . An appraisement of science today 
and the way it is tending. 

PRACTICAL NOTES ON NURSING PROCEDURES. Sister J. D. Britten. (Livingstone, no price 
yet.) 

THE PRACTICE OF INDUSTRIAL MEDICINE. T. A. Lloyd-Davies. 2nd edition. (Churchill, 
about 30s.) 

PROBLEMS IN HEAT ENGINES. A. J. Richmond. (Edward Arnold, about 16s.) 

THE PROPERTIES AND TESTING OF PLASTICS MATERIALS. A. E. Lever and J. A. Rhys. 
(Temple Press, about 25s.) 

STEROID CHEMISTRY. Prof. C. W. Shoppee. (Butterworth, 30s.) 

TRANSISTOR A.F. AMPLIFIERS. D. D. Jones and R. A. Hilbourne. (Jliffe, 18s.) 

THE WORLD OF THE SOIL. Sir E. John Russell. (Collins, 25s.). A study of soil science by a 
famous expert. 








Fine Arts Recreation 

THE BEGINNINGS OF CHRISTIAN ART. David Talbot Rice. (Hodder & Stoughton, 42s.). 
Covers the history of art in Christian lands up to the middie ages, with much new 
material on Byzantine mosaic and painting. 

COUNTRY HOUSES OPEN TO THE PUBLIC. Gordon Nares. (Country Life, 7s. 6d.). A pocket 
guide to the country houses of England. 

ENGLISH COUNTRY HOUSES OPEN TO THE PUBLIC. Christopher Hussey. Revised edition. 
(Country Life, 30s.). Mlustrated with 390 photographs, this record of notable country 
houses constitutes a primer of English domestic architecture from Norman times to 
the present century. 

FERRARI AND MASERATI IN ACTION. Hans Tanner. (Hamish Hamilton, 16s.). The story, in 
text and pictures, of these two great names in motor competition in the years 1946- 
1956. 

JEAN-PHILIPPE RAMEAU. Cuthbert Girdlestone. (Cassel/, 84s.). A study of the 18th century 
composer of harpsichord music, operas and ballets. 

1,000 BEST SHORT GAMES OF CHESS. Irving Chernev. (Hodder & Stoughton, 25s.) 

SHADOWS FROM INDIA. Roderick Cameron. (Heinemann, 35s.). Ulustrates the architectural 
glories of India. 

A WORLD OF PATTERN. Gwen White. (Murray, 18s.). Shows how the student, from his 
own observations, can discover endless ideas from the world of pattern with which 
nature surrounds us. 


Literature 

A HISTORY OF PUNCH. R. G. G. Price. (Collins, 30s.). A history of the famous humorous 
magazine founded in 1841. 

PRELIMINARY ESSAYS. John Wain. (Macmillan, about 18s.). Critical essays of a novelist 
and poet on literary and contemporary themes. 

ROBERT GRAVES’ POEMS. Selected by Himself. (Penguin, 3s. 6d.) 


History and Biography 

THE ANGEL MAKERS. Gordon Rattray Taylor. (Heinemann, 30s.). The author seeks and 
discusses the reasons for the transition in Britain from the licence of the 18th century 
to the puritanism and prudery of the 19th. 

BAUDELAIRE. Enid Starkie. (Faber, 50s.). A rewritten account and interpretation (first 
published in 1933) of Baudelaire’s work, life and times. 

CRUSOE OF LONESOME LAKE. Leland Stowe. (Gollancz, about 15s.). The story of a man’s 
struggle against fantastic odds during forty years on a backwoods farm in theRocky 
mountains. 

GLOVES, GLORY AND Gob. Henry Armstrong. (Peter Davies, \5s.). Autobiography of an 
American boxer who left the prize ring to become a minister, devoting his life to 
helping youth and the under-privileged. 

GOD’S BANDID. Douglas Hyde. (Peter Davies, 15s.). The story of Don Orione who, in 
Europe, the Americas and elsewhere, started homes for social misfits, war-mutilated 
children, the old, neglected, senile and deranged. 

GREAT BRITISH DRIVERS. S. C. H. Davis. (Hamish Hamilton, 16s.). Biographical sketches of 
S. F. Edge, Charles Jarrott, ‘Algy’ and ‘Bill’ Lee Guinness, De Hane Seagrave, Dick 
Seaman, Woolf Barnato, Sir Henry Birkin, Brian Lewis, John Cobb, Reg Parnell, 
Stirling Moss. 

THE GREATNESS OF OLIVER CROMWELL. Maurice Ashley. (Hodder & Stoughton, 25s.) A new 
biography embodying the results of the latest research. 

A HISTORY OF MODERN FRANCE. Alfred Cobban. (Penguin, 3s. 6d.). This first volume 
covers the history of the monarchy and people of France from the death of Louis XIV 
to the rise of Napoleon. 

LIONS IN THE WAY. A Discursive History of the Oslers. Anne Wilkinson. (Macmillan, 
about 37s. 6d.). An account of a distinguished Toronto family which exerted a civilis- 
ing influence on its environment in a formative period of Canadian history. 

THE MEDDLESOME FRIAR. Michael de la Bedoyére. (Collins, 18s.). An account of the con- 
flict between Savonarola and the Pope, Alexander VI. 

MIDWAY: The Battle that Doomed Japan. Mitsuo Puchida and Masatake Okumiya. 
(Hutchinson, 25s.). First account from the Japanese side of a battle which was a turning 
point of the Pacific War. 

MY TWO JUNGLES. James McDonald. (Harrap, 15s.). An autobiography describing the 
slum jungle of Glasgow and the jungle of Malaya. 

PRINCES OF ZINJI: The Rulers of Zanzibar. Lady Claud Hamilton. (Hutchinson, 21s.) 


A REGENCY VISITOR. Prince Puckler. Edited by E. M. Butler. (Collins, 21s.). The letters 
written by a German prince describing the British social scene at the beginning of the 
19th century. 

SIX GREAT ACTORS. Richard Findlater. (Hamish Hamilton, 10s. 6d.). Short biographies of 
David Garrick, Edmund Kean, J. P. Kemble, Charles Macready, Sir Henry Irving, 
Sir Johnston Forbes-Robertson. 

UNDER MY WINGS. Capt. Basil L. Rowe. (W. H. Allen, 16s.). The autobiography of the 
pilot who has flown more miles than any other man. 

THE VANDERBILT FEUD. Cornelius Vanderbilt. (Hutchinson, 21s.). The story of the author’s 
mother, who ruled American society, and of a notorious family feud. 

THE WHITE IN THE GOLD. Thomas Costain. (Collins, 30s.). A history of the early days of 
Canada. 

THE YEAR OF MY REBIRTH. Jesse Stuart. (Gollancz, 21s.). The story of a man ‘living happily 
with a heart’, and an account of country life through the seasons in Kentucky. 


Geography Travel Description 

BEYOND THE GREAT SLAVE LAKE. Tom Lodge. (Casse//, 16s.). A young man’s pioneering 
adventures in the north of Canada. 

THE CAMEL’S BACK. Service in the Rural Sudan. Reginald Davies. (Murray, 21s.) A 
former District Commissioner writes not about the public affairs of the Sudan but 
about the Sudanese as individuals. 

THE EARLY EXPLORERS. Isabel Barclay. (Dobson, 10s. 6d.). Stories of the world’s great 
explorers: Chang Ch’ien, the Vikings, Marco Polo. 

HUNTER’S TRACKS. J. A. Hunter. (Hamish Hamilton, 18s.). African big-game adventures, 
often hair-raising. 

MAN AND MAMMOTH IN MEXICO. Helmut de Terra. (Hutchinson, 30s.). An archaeologist 
and anthropologist recounts his travels, adventures and discoveries in Mexico and 
Central America. 

OCEAN OF FIRE. Robert Christopher. (Harrap, 18s.). Travelling through the Garden of 
Allah to Timbuktu. 

ONCE TO SINAI. The Further Pilgrimage of Friar Felix Fabrice. H. F. M. Prescott.(Eyre 
& Spottiswoode, 30s.). Following Jerusalem Journey (1954), the author draws on more 
material from the entertaining record left by this 15th century Dominican friar. 

PIRATE. Rascals of the Spanish Main. A. B. C. Whipple. (Gollancz, 18s.) 

SPRINGTIME IN SHANGHAI. Mabel Waln Smith. (Harrap, 15s.). An account of life in China 
before the war. 

TIBET. Pietro Mele. (Ad/en & Unwin, about 30s.). The life, habits and characters of the 
people of Tibet depicted in numerous photographs. 

TOMORROW IS MANANA. Life in an Andalusian village. Shirley Deane. (Murray, 18s.) 


Fiction 

THE ANIMAL GAME. Frank Tuohy. (Macmillan, about 15s.) 

A BOOK OF sTorRIES. Jean Stafford, John Cheever, Daniel Fuchs and William Maxwell. 
(Gollancz, 16s.) 

THE BRAINTREE MISSION. Nicholas E. Wyckoff. (Gollancz, 13s. 6d.) 

CAPTAIN REBEL. Frank Yerby. (Heinemann, 15s’) 

THE DEVIL AND THE DEEP. Sacha Carnegie. (Peter Davies, 15s.) 

EAGLE ON THE SUN. Julia Davis. (Hodder & Stoughton, 15s.) 

EVERYTHING SMELT OF KIPPERS. Stephen Lister. (Peter Davies, 13s. 6d.) 

A FATHER AND HIS FATE. I. Compton-Burnett. (Gollancz, 13s. 6d.) 

THE FIELD OF VISION. Wright Morris. (Weidenfeld & Nicolson, 15s.) 

FONDIE. Edward C. Booth. (Putnam, 10s. 6d.) 

FOUND AT SEA. Humfrey Jordan. (Hodder & Stoughton, 12s. 6d.) 

THE FRIENDLY GAME. William Godfrey. (Michael Joseph, 12s. 6d.) 

THE FULL stop. Gilroy Mitcham. (Dobson, 11s. 6d.) 

GAZOOKA. Gwyn Thomas. (Gollancz, about 12s. 6d.). A short novel and twelve stories 

THE GREAT THIRST. Hans Ruesch. (Hutchinson, 15s.) 

HANGING ROCK. Frank O’Grady. (Cassell, 13s. 6d.) 

HEAVEN FOR HORSES. John Lincoln. (Heinemann, 15s.) 

I, MADAME TUSSAUD. Sylvia Martin. (Gollancz, 16s.) 

IMAGE AND LIKENESS. Cecil Maiden. (Murray, 13s. 6d.) 

LITTLE BROTHER FATE. Mary-Carter Roberts. (Gollancz, 15s.) 

LIZA BOWE. Shirley Barker. (Hodder & Stoughton, 15s. 6d.) 

THE MICKEY-HUNTERS. Alex Baird. (Heinemann, 15s.) 

NO MERCY IN THE SKY. John Fores. (Hodder & Stoughton, 15s.) 





NOT BY BREAD ALONE. Vladimir Dudintsev. (Hutchinson, 18s.) 

THE OBSESSION OF EMMET BOOTH. Martha Albrand. (Gollancz, about 12s. 6d.) 
OTHER PEOPLE’S BUSINESS. Sheila Pim. (Hodder & Stoughton, 12s. 6d.) 

THE PHILADELPHIAN. Richard Powell. (Hodder & Stoughton, \5s. 6d.) 
SEPTEMBER MOON. John Moore. (Collins, 15s.) 

SHADES OF LIL. Anita Campbell. (Peter Davies, 13s. 6d.) 

THE SHADOW OF TIME. Christopher Landon. (Heinemann, 15s.) 

SNARED NIGHTINGALE. Geoffrey Trease. (Macmillan, no price yet.) 

THE STORY OF WILLIAM SYME. Roland Pertwee. (Hutchinson, 12s. 6d.) 

THE SWORD OF PLEASURE. Peter Green. (Murray, 16s.) 

THESE THOUSAND HILLS. A. B. Guthrie. (Hutchinson, 15s.) 

THE THREE CORNERED HALO. Christianna Brand. (Michael Joseph, 12s. 6d.) 
THE TOLEDO SWORD. Mabel L. Tyrrell. (Hodder & Stoughton, 15s.) 
TRESPASS IN THE SUN. John Pudney. (Michael Joseph, 12s. 6d.) 

THE UNKNOWN SOLDIER. Vano Linna. (Collins, 15s.) 

THE WORLD OF SUZIE WONG. Richard Mason. (Collins, 16s.) 














The first part deals with the effects of certain modern farming techniques on the wild 
life population of Great Britain, and there is much information here in the way of 
evidence which should be of value in other countries. Special reference is made to 
the toxic properties of certain chemical sprays and fertilisers, and there is also a survey 
of control methods in common use against farm pests in which a strong plea is made 
for more humane measures. The second part of the book is concerned principally 
with game birds, and there is much sound advice given on all aspects of their 
protection. (632-9) 


Forestry 
DANCE OF THE TREES. (The Adventures of a Forester). Richard 
St. Barbe Baker. Oldbourne Press, 15s. 1957. 22 cm. 192 pages. 27 photographs. 

Many people write to convince us that removing the natural vegetation of the world’s 
surface must lead to loss of water, erosion and finally starvation. This book is the 
record of a man who has spent a long and adventurous life doing something about 
this situation. All over the world he has used his great energy in persuading, cajoling, 
even bullying people to plant trees and so to start repairing the moisture-conserving 
overcoat which hangs so raggedly on the world at the present time. His writing is 
hasty, pungent and not particularly literary, but there is no doubting the depth of 
feeling on the subject and the sense of urgency he communicates. (634-925) 


Dairy Industry 

A TEXTBOOK OF DAIRY CHEMISTRY. Vol. 2. Practical. Edgar R. 
Ling. 3rd edition, revised. Chapman & Hall, 16s. 1956. 22 cm. 152 pages. Plates. 
Diagrams. Index. 

The previous edition of this companion to Volume 1 (Theoretical) was published in 

1945. The author is a lecturer in dairy chemistry in the University of Nottingham. 

This edition has been revised and enlarged, particularly the chapter on the quantitative 

analysis of milk, and up-to-date references have been added. While primarily intended 

as a textbook for students, it will be useful to all dairy chemists whether research or 

routine. (637) 


Food: Cookery 


BEST FOOD FROM INDIA. R. A. P. Hare. Arco, 12s.6d. 1957. 19 cm. 
160 pages. Illustrations by Jeniffer Sumray. Index. 
These recipes, which Colonel Hare has compiled with the help of his Indian cook 
after twenty-five years’ enjoyment and practice of Indian cookery, are intended to 
show the European housewife that Indian dishes can be easily prepared in European 
kitchens. A few ingredients may be difficult to obtain, but the recipes are so attractive, 
and are made to seem so simple, that for many readers a hunt for Eastern spices will 
add zest to shopping excursions. It must be noted that much Indian cookery requires 
a pestle, a mortar, and a strong right arm. (641-59) 


PARIS BISTRO COOKERY. Alexander Watt. MacGibbon & Kee, 15s. 
1957. 19 cm. 196 pages. Map. Index. 

In his new combined guide-book and cookery-book, Mr. Watt turns from the 

famous Paris restaurants described in his Paris Cuisine to the smaller, less expensive, 

but perhaps more characteristically Parisian eating-houses known as Bistros. The 

location of each of the fifty described here is shown on the map, and an account is 

given of proprictors, clientéles, décors, and approximate prices. Some of the fifty 
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are of foreign origin—Franco-Oriental, for instance, or Spanish-Corsican. Each 
proprietor has confided to Mr. Watts one or more special recipes, for the reader to 
prepare at home. (641-59) 
Printing 
FOUR CENTURIES OF FINE PRINTING. Two Hundred and 
Seventy-two Examples of the Work of Presses established between 1465 and 1924. 
With an introduction by Stanley Morison. Special edition. Benn, 12s.6d. 1957. 
21°5 cm. 342 pages. 272 illustrations. Index. 
This special edition for students of a standard work is remarkable value for the price. 
Its reproductions of pages and title-pages from books composed in the ‘roman’ form 
of letter include examples from 15th and 16th century Italy, the early French 
Renaissance, the Lyons School, the Imprimerie Royale, the English 18th century, 
and modern English and American fine printing. Mr. Morison, a typographer of 
international repute, explains in his excellent introduction what constitutes fine 
printing, surveys briefly the history of printing during the centuries under review, 
gives particulars of the leading printers represented in the plates and discusses their 
contributions to the art of printing. (655-1) 


Business Management 


*HIGHER PRODUCTIVITY. Vol. 1, No. 1, November/December 1956. 
Editor: Douglas R. Woodley. College of Industrial Science and Technology (Ashford, 
Kent), bi-monthly, 3s.6d. 28 cm. Illustrated. 

The main object of this new journal is to show how materials handling and work 
study techniques can be used to reduce the time spent in handling and increase 
productive effort in any industry. A number of actual case studies are reported and 
considerable space is devoted to a description of new equipment and methods. 
Although there are short articles on the theory and principles of work study and 
automation, the main approach is entirely practical. There can be few industrial firms 
that would not benefit from the application of the techniques described here, and it 
will be of particular value to those already engaged in method study and operational 
research. (658-0105) 


Chemical Technology 
CHEMISTRY IN THE SERVICE OF MAN. Alexander Findlay. 
8th edition. Longmans, 25s. 1957. 22 cm. 346 pages. Plates. Diagrams. Index. 

This book has gained a very high reputation as one of the few on chemistry which 
the non-scientist can readily understand. Against an informative background of 
general and historical chemistry it describes recent progress in agricultural chemistry, 
in the chemistry of glass, soaps, dyes, drugs and insecticides, in artificial fibres and 
plastics, in vitamins and hormones and in a great many other chemical fields. 
A chapter on radio-chemistry is also included. Dr. Findlay, a past President of the 
Royal Institute of Chemistry, is Emeritus Professor of Chemistry, University of 
Aberdeen. Informative and well-written, this volume is one of the best popular works 
on chemistry. (660) 


Textile Manufacture 

PRACTICAL WORSTED CARDING. T. F. Griffin. National Trade 
Press, 178.6d. 1957. 19 cm. 184 pages. Illustrations. Index. (Textile Machinery Series) 

The author has already written a book in this series on worsted combing and now 

describes the processes which lead up to it. Rather more than half the volume is 
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devoted to a full description of carding, preceded by an account of the necessary 
preliminary processes of sorting, blending, shaking, scouring and drying. The book 
is clearly written and well illustrated. (677°3) 


Building Construction 


THE DURABILITY OF REINFORCED CONCRETE IN 
BUILDINGS. A Report on a Survey undertaken in 1954 jointly by the Building 
Research Station and the Cement and Concrete Association. Department of 
Scientific and Industrial Research (Building Research Station). H.M. Stationery 
Office, 3s-6d. 1957. 24 cm. 36 pages. Plates. Diagrams. Paper covers. (National 
Building Studies. Special Report No. 25) 

Reinforced concrete is fundamentally a suitable material for permanent building but 

if the structure is not to deteriorate quickly cracks must not occur through which 

moisture can attack the reinforcement; the steel must be protected with good concrete 
of sufficient thickness to prevent the penetration of moisture and the concrete must 
not be exposed to the attack of chemicals that would damage the protective cover of 
concrete. More than fifty buildings, some fifty years old, including offices and ware- 
houses, granaries, factories and buildings subject to chemical attack, were selected 
for survey. The findings are presented with conclusions and recommendations for 
future work so that reasonable immunity from early decay may be assured. (691-3) 


A NOTE ON THE HISTORY OF REINFORCED CONCRETE 
IN BUILDINGS. S. B. Hamilton for the Department of Scientific and Industrial 
Research (Building Research Station). H.M. Stationery Office, 3s.6d. 1957. 24 cm. 
34 pages. Plates. Diagrams. Paper covers. (National Building Studies. Special Report 
No. 24) 

Outlining the developments of reinforced concrete as a building material, the author 

traces the advance in ideas in reinforced concrete construction from a tentative 

beginning in the middle of the 19th century through developments on the Continent 
to its introduction in Britain about the turn of the century. From then on the methods 
employed as experience grew are traced, noting particularly the introduction of 
procedures in design or construction that have influenced durability. The Report 
concludes with a short section on present-day shell roofs, prestressed concrete and 
current research that may ultimately revolutionise the basis of existing design methods. 

(691-3) 

ARTS AND RECREATION 


THE CANADIAN COLLECTOR—Glass—Pottery—Furniture—Firearms of 
the Nineteenth Century. Gerald Stevens. Introduction by F. St. George Spendlove. 
Ryerson Press (Toronto, Canada), $10.00. 1957. 23-5 cm. 100 pages. 43 photographs. 
Bibliography. 

This is a lovingly compiled and catefully documented treatment of Canadian crafts 

and craftsmen. It is also a pioneer work in its field, and its checklists of glass makers, 

potters, gunsmiths, etc. give it a definite reference value. It is a de luxe book, for the 
collector and connoisseur, and sums up years of the author’s experience as a student 
and a collector. The introduction, by the Curator, Canadian Collection, Royal 

Ontario Museum, relates the craftsman to the general Canadian culture. (700) 


THE MODERN MOVEMENT IN ART. R. H. Wilenski. 4th edition. 
Faber, 36s. 1957. 25°5 cm. 216 pages. 68 illustrations (2 in colour). Index. 

Since it first appeared in 1927 this enquiry into the nature of the modern movement 

in art has been frequently reprinted, and its fourth edition has a long new preface. 
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The author, distinguished critic and historian of painting, sees modern art mainly as a 
reaction against 19th century romantic painting in which the classical principle of 
formal order has been reaffirmed and applied to non-representational or semi- 
representational art. This thesis is worked out with many hard hits against derivative 
and popular painting which ignore the social aspects of art; but, though dogmatic 
and often controversial, Mr. Wilenski’s text is necessary reading for the student of 
modern painting and sculpture. Thirty-five new plates, often placed in exciting 
juxtaposition, accompany the text. (709-03) 


Ceramics 
LONGTON HALL PORCELAIN. Bernard Watney. Faber, 45s. 1957. 
25 cm. 88 pages. 84 plates (4 in colour). Bibliography. Index. (Faber Monographs 
on Pottery and Porcelain) 
Longton Hall was the first porcelain factory to be established in Staffordshire, but 
survived only for the ten years 1750-60. Before the appearance of this pioneer mono- 
graph very little was known about this factory, but Mr. Watney’s researches, which 
included the identification and excavation of the site occupied by the kilns, have made 
it possible for the first time to present a systematic account of the Longton venture 
together with a provisional classification of its wares. The information is well set out. 
Four fine colour plates and eighty monochrome plates show examples of Longton 
porcelain, which is often wrongly attributed to the Chelsea as well as to neighbouring 
Staffordshire factories. This is an important book for the ceramics specialist. (738-2) 


Painting 
OIL PAINTING. James Bateman. Studio Publications, 25s. 1957. 25°5 cm. 
96 pages. 44 illustrations (8 in colour). Diagrams. (‘How To Do It’ Series) 

Written for the student who wishes to progress from drawing to painting in oils, 
this manual is divided into three sections covering approximately the theoretical, 
historical and practical aspects of the subject. The aim is to give the student ‘an under- 
standing of the evolution of painting from primitive times to the present day’ in 
addition to showing him how to handle his material and compose his pictures. There 
are reproductions of a number of old masters, each with a page of sensible commen- 
tary, and a few pictures by the artist himself who is a practising painter with a flair for 
wielding the pen as well as the brush. (751) 


BRITISH HISTORICAL PORTRAITS. A Selection from the National 
Portrait Gallery with Biographical Notes. Cambridge University Press, 18s. 1957. 
22 cm. 266 pages. 382 illustrations. Index. 

There are four thousand portraits of ‘persons eminent in British history’ in the 

National Portrait Gallery in London and less than a tenth of them appear in this book, 

but it is a well-balanced and representative selection. Spanning more than five 

centuries it begins with a painting of King Henry IV, who died in 1413, and ends with 

a ‘Conversation Piece’ showing the family of King George VI at tea. Between these 

two there is a galaxy of monarchs and statesmen, philosophers and fighting men, 

writers, painters, scientists, social reformers and many more, grouped appropriately. 

The reproductions, in black and white half-tone, are good for this low price. The 

notes are briefly factual. Altogether a stimulating pictorial commentary on British 


history. (757) 
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ART TREASURES OF THE UFFIZI AND PITTI. Text by Filippo 
Rossi. Translated from the Italian. Thames & Hudson, 126s. 1957. 33 cm. 44 pages 
of text. 113 illustrations (60 in colour). Index. 

The galleries of the Uffizi and Pitti Palaces at Florence house the greatest collection 

of Italian paintings ever brought together. Dr. Rossi, Superintendent of the Florentine 

museums, here gives some account of the formation of the collections by the Medici 
family, with a rapid survey, mainly in terms of names and titles of pictures, of Italian 
painting; he has also written commentaries to the pictures reproduced. The latter are 
the main feature of the album and make a splendid show. Colour plates, printed in 
rich, glowing colours, alternate with monochrome plates in photogravure. Although 
non-Italian painters are included, the volume will mainly be treasured as a storehouse 
of reproductions of Italian paintings, and a souvenir, introduction and reference book 
for anybedy interested in the two best-known and best-loved galleries of Italy. 
(759°5) 


ITALIAN MINIATURES. Mario Salmi. Translated from the Italian by 
Elisabeth Borgese-Mann. Collins, 10ss. 1957. 30°5 cm. 214 pages. 75 colour plates. 
99 monochrome illustrations. Bibliography. Index. 

This sumptuous volume is concerned with the pictorial illustrations found in Italian 

illuminated manuscripts from the end of the Middle Ages to the mid-16th century; 

it does not cover the small framed portraits, common from the late 16th to the end 
of the roth century, to which the term ‘miniature’ is also applied. It reproduces, in 
the colour plates, outstanding examples of the art of the Italian illuminator. The plates 
are preceded by a straightforward but scholarly text explaining the stylistic develop- 
ment of Italian miniatures in both secular and religious manuscripts. This English 
edition, excellently translated, of the most handsome book ever devoted to Italian 
illuminated manuscripts of all periods will be a revelation to everyone who is 
interested in one of the least studied branches of the fine arts. (759°5) 


BELLINI AND TITIAN AT FERRARA. A Study of Styles and Taste. 
John Walker. Phaidon Press, 42s. 1957. 31°5 cm. 142 pages. 70 illustrations. 
The Director of the National Gallery of Art in Washington discusses the famous 
picture, “The Feast of the Gods’, which once hung with three others in a room in the 
palace of Duke Alfonso I d’Este at Ferrara. This picture is probably unique in that it 
was begun by one great Venetian painter, Giovanni Bellini, and finished by another, 
Titian, who also painted the other three. X-ray photography has recently made it 
possible to re-assess the separate contributions of the two artists to the picture as it 
appears today. Numerous reproductions of “The Feast of the Gods’, of engravings and 
copies made from it, as well as of Titian’s companion pictures, help the reader to 
visualise the relationship between the four pictures which are now divided between 
Washington, London and Madrid. (759°5) 


7 


Prints 

MATISSE: 50 YEARS OF HIS GRAPHIC ART. Text by William S. 
Lieberman. Thames & Hudson, 50s. 1957. 28 cm. 150 pages. 128 illustrations (4 in 
colour). Bibliography of books illustrated by Matisse. 

The French artist Henri Matisse (b. 1869), world famous as a painter, has also produced 

much graphic work in different media—etching, drypoint, monotype, lithography, 

aquatint—during his long career. Mr. Lieberman, Curator in Charge of Prints at the 

Museum of Modern Art, New York, has assembled a lively anthology of prints and 
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illustrations executed by Matisse over a period of fifty years. Following the short 
introduction and notes are the plates arranged in chronological order. Of special 
interest are the reproductions from books illustrated by Matisse, including eight 
colour plates from Jazz (published 1947), a dazzling tour de force in the decorative use 
of pure colour. (769) 


Photography 
MICROPHOTOGRAPHY: Photography at Extreme Resolution. G. W. W. 
Stevens. Chapman & Hall, sos. 1957. 23 cm. 342 pages. Photographs. Diagrams. 
Bibliography. Index. 
This book describes the production and applications of high-resolution photographic 
images made with great degrees of reduction. The author’s main aim has been to 
describe the principles of sound microphotographic practice so that the reader can 
begin work with a good understanding of what he is trying to do and why. Apparatus 
and working methods are described in sufficient detail to help the photographer to 
get successful results without too many preliminary experiments. The book will be 
of value to the amateur and professional photographer, and also to physicists, chemists, 
bibliographers, microscopists, and librarians. (778-3) 


STEREO PHOTOGRAPHY: The Technique of the Third Dimension. 
K. C. M. Symons. Focal Press, 25s. 1957. 19 cm. 224 pages. Diagrams. Index. 
(Manual of Photo- Technique) 

There is today a revival in stereoscopy, an art which has been in the experimental 

stages for a great number of years. Today, colour and the wide screens of the cinema 

have made it more effective than it ever was before. Also modern 35 mm. apparatus 
and the new types of colour film have simplified the technique of stereo photography. 

The author begins with the first principles, shows how to use the modern stereoscopic 

cameras, and explains how to improvise stereoscopy with an ordinary camera. 

Other chapters deal with stereo attachments, materials and methods, subject and 

treatment, special applications, processing, printing, viewing and presentation. 

(778-4) 
Music 


NINTH MUSIC BOOK. Containing John Gay and the Ballad Opera 
(The Beggar’s Opera) by Geoffrey Handley-Taylor and Frank Granville Barker. 
Compiled and edited by Max Hinrichsen. Hinrichsen Edition, 12s.6d. 1957. 19 cm. 
58 pages of text. 118 pages of illustrations, musical examples and explanatory notes. 
Bibliography. 

It was a good idea to devote a whole issue of this hardy annual to The Beggar’s Opera. 

The editor has collected a mass of facts about productions of all periods, illustrated 

with pictures of the singers, porcelain figures and other objects inspired by its 

tradition during the last two centuries. Among the most interesting is a pack of 
fifty-two playing cards, each bearing a tune and dating from 1728, reproduced 
complete. No student of English opera can afford to be without this book, but it is 

a pity that the editor’s assiduity is not matched by clarity of presentation. (782-1) 


CHAMBER MUSIC. Edited by Alec Robertson. Penguin Books, 5s. 1957. 
18 cm. 428 pages. Musical examples. Bibliography. Index. Paper covers. (Pelican 
Books) 

Fifteen contributors, under highly intelligent editorial direction, cover all the major 

European composers from Haydn onwards, with two special sections, one devoted 

to duets without wind and pieces with wind, the other covering American, English, 
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French, German and Russian chamber music. Although the treatment of such a 
vast subject is necessarily selective, the main outlines of growth can be clearly seen. 
Rosemary Hughes on Haydn, Roger Fiske on Beethoven and Mosco Carner on 
Bartok are outstanding in a book which should help both the initiated and the 
uninitiated to a greater enjoyment of this most subtle of musical arts. (785-7) 


THE ELECTRICAL PRODUCTION OF MUSIC. Alan Douglas. 
Macdonald, 28s. 1957. 22 cm. 224 pages. Illustrations. Diagrams. Bibliography. 
Index. 

While some knowledge of the theory of electricity or of music would be an 

advantage, this book can be appreciated and understood by the reader not greatly 

endowed with either. Excellently written and eminently readable, it is a most unusual 
work. It covers in simple form the physics of musical instruments and then reviews 
the various electrical methods of simulating them. Either the section on musical 
physics or that on electrical tone generation is in itself a good introduction to the 
subject, and together they form a unique combination of value to any student 
whatever his particular approach to the subject. (789-9) 


The Theatre 
THE NIGHT HAS BEEN UNRULY. J. C. Trewin. Hale, 21s. 1957. 
22 cm. 288 pages. 29 illustrations from the Raymond Mander and Joe Mitchenson 
Theatre Collection. Bibliography. Index. 
Mr. Trewin, well known as a theatre historian and dramatic critic, presents here an 
assembly of theatrical ‘collector’s pieces’. His researches have led him to occasions 
as diverse as the “Garrick Jubilee’, Stratford upon Avon, 1769 (the first Shakespeare 
festival though one of devotion only, no scenes from the plays being acted), the 
meteoric carecr of the child prodigy, William Henry West Betty, the “Young 
Roscius’, for whose performance of Hamlet Pitt adjourned the House of Commons, 
the O.P. (Old Prices) Riots in 1809, the onslaught on Henry James at the first night 
of Guy Domville, the brilliant performance and production of Titus Andronicus in 
1955, and other events equally memorable or remarkable. The interesting illustrations 
add further value to this entertaining book. (792-0942) 


PARIS THEATRE AUDIENCES IN THE SEVENTEENTH 
AND EIGHTEENTH CENTURIES. John Lough. Oxford University 
Press for the University of Durham, 45s. 1957. 22 cm. 306 pages. 3 illustrations. 
Bibliography. Index. 

It is generally assumed that the French theatre of the great age was a considerably 

more aristocratic affair than its English counterpart. This is no doubt true, but 

Mr. Lough in this careful study produces evidence to modify many details of the 

accepted ‘historical picture. He indicates that the audience, although a restricted one, 

was surprisingly mixed in its composition, that the playwrights did not write for a 

learned audience and that their work often included a down-to-earth element which 

pleased high and low alike. He has some interesting comments on feminine influences 

in the audience and his presentation of the evidence is scrupulously precise. (792-0944) 


Sports and Games 

CRICKET AT THE CROSSROADS. Ian Johnson. Cassell, 16s. 1957. 
20°§ cm. 224 pages. 34 photographs. Index. 

Captain of the 1956 Australian eleven, Ian Johnson belongs, like Keith Miller, to 

the generation which was already in its prime when the war ended. He therefore 
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played in Bradman’s 1948 team, one of the strongest combinations of all time, and 
his book surveys the peak which Australian cricket then reached and its subsequent 
decline; it also describes the 1956 Test series. As a chronicler of Tests he has his 
superiors, but as a captain he writes with a unique insight into the tactical problems 
involved, and his book is particularly interesting for its personal impressions of many 
of the finest players of our times. (796-3) 


CRICKET UMPIRING AND SCORING. A Text-book for Umpires 
and Scorers compiled for the Association of Cricket Umpires. R. S. Rait Kerr. 
Phoenix House, 9s.6d. 1957. 18 cm. 120 pages. Illustrations. Index. (Phoenix Sports 
Books) 

Throughout the world where cricket is played, discussions arise on points of law 

connected with the game, and the training of umpires and the extent of their 

knowledge is therefore most important. In this official handbook, a former Secretary 
of the Marylebone Cricket Club sets out the necessary qualification for an umpire, 
provides a commentary on the laws of cricket, and includes a valuable section on 
scoring. It is intended for club, village and school umpires rather than for the more 
experienced County and Test Match officials. (796-3) 


SNOWDON BIOGRAPHY. Geoffrey Winthrop Young, Geoffrey Sutton, 
Wilfrid Noyce. Edited by Wilfrid Noyce. Dent, 25s. 1957. 22 cm. 208 pages. 
23 illustrations. Maps. Bibliography. Index. 

Snowdon and the hills surrounding it have always been one of the finest training 

grounds for climbers in Great Britain, and mountaineers who have graduated here 

have distinguished themselves in many other countries. In this book, the famous 
mountaineer Geoffrey Winthrop Young describes the early period when the pioneers 
were at work. Then Geoffrey Sutton, one of the new school of ‘gymnastic’ climbers, 
carries the story on from 1927 into the 1950's; it was during this time that most of 
the very severe ascents were first carried out. Finally, Wilfrid Noyce, the Everest 
climber, reviews the literature of Snowdonia. (796-52) 


CARAVANNING AND CAMPING FOR MOTORISTS. John 
Yoxall. Iliffe, 8s.6d. 1957. 19 cm. 154 pages. Illustrations. Diagrams. Index. 
A very useful little handbook for the motorist who wishes to take up caravanning or 
camping without falling into the many pitfalls which exist for the unwary. It is 
written with an eye on practical difficulties and offers much constructive advice. 
The illustrations, photographs and drawings, are clear, helpful and add markedly 
to the value of the book, which covers a wide range of topics from the selection of 
caravan and car to lighting, heating, sanitation, care and maintenance, and camping 
equipment. (796-54) 


THE VANISHING LITRES. Rex Hays. MacGibbon & Kee, 25s. 1957. 
22 cm. 192 pages. Photographs. Drawings by the author. Index. 
Grand Prix Racing celebrated its fiftieth anniversary in 1956 and much has been 
written about its development and the men and cars involved. Mr. Hays’ book, 
however, differs from many of its predecessors in that it is written primarily from 
the point of view of the expert eye-witness. It has the authentic ‘I-was-there’ ring 
that will appeal to all racing enthusiasts. It also contains much first-class illustration— 
photographs, thirty line drawings and twelve blueprints of some of the great Grand 
Prix cars—which will enhance its appeal to the expert as well as the less technically- 
minded reader. (796-72) 
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THE CONSTANT FISHERMAN. H. E. Morritt. introduction by 
Arthur Ransome. Black, 10s.6d. 1957. 22 cm. 100 pages. 6 drawings by Raymond 
Sheppard. DRY-FLY BEGINNINGS. Dermot Wilson. Douglas Saunders 
with MacGibbon & Kee, 13s.6d. 1957. 19 cm. 192 pages. Diagrams in text. Biblio- 
graphy. TORRIDGE FISHERY. ‘Lemon Grey’ (L. R. N. Gray). Nicholas 
Kaye, 21s. 1957. 22 cm. 200 pages. 17 photographs. Drawings in text. Maps. 

These three books have one thing in common: they are all well written by good 

fishermen. Otherwise there are many differences. Major Morritt’s book, delightfully 

produced, is the outcome of long experience and is about fish lore, with backgrounds 
in the north of England, Wales, Ireland, South Africa, Norway, Kenya and Iceland. 

Dermot Wilson’s book is the work of a much younger fisherman and its interest— 

dry-fly fishing for trout—is more specialised. It is a practical volume, simply written, 

likely to help beginners of all ages and to interest the more accomplished expert. 

‘Lemon Grey’, the owner of a very productive fishery in North Devon, has written 

in many journals on the subject of salmon and sea trout angling, but this is his first 

book. He has produced a helpful, and provocative, book for those many present-day 
anglers who have to confine their salmon and sea trout fishing to a short and 
economical annual holiday on the smaller rivers. (799°1) 


MAN-EATERS AND JUNGLE KILLERS. Kenneth Anderson. Allen 
& Unwin, 16s. 1957. 22 cm. 200 pages. Illustrations. 
Kenneth Anderson is not a big-game hunter in the ordinary sense: he loves the 
Indian jungle and deplores the indiscriminate destruction of wild creatures merely 
for the sake of trophies. But some animals are man-eaters, and in dealing with these 
he has become a kind of specialist. The hunts described in this book, the third which he 
has written, involve a black bear and a rogue elephant that terrorised the villagers, 
besides the more usual tigers and panthers. The narrative is straightforward, exciting 
and full of jungle lore. (799-2) 


TIGERMEN OF ANAI. Ton Schilling. Translated from the Dutch by 
E. W. Dickes. Allen & Unwin, 16s. 1957. 21 cm. 190 pages. Illustrations. Index. 
This book is presented as the reminiscences of an anonymous Dutch official who, 
during his service in the Dutch East Indies a number of years ago, devoted much 
time to big-game shooting and the study of the natives’ forest lore. His experiences 
with tigers, panthers, elephants and other animals are enthusiastically recorded, and 
he has some strange tales to relate, such as the wholesale slaughter of turtles by bands 
of wild dogs. He treats the popular beliefs and traditions with much respect, including 
the legend of the men of Anai, who are credited with the power to turn themselves 
into tigers. Whether or not the reader accepts all these tales, he will find the excitement 
and dangers of the hunt vividly recorded here. (799-26) 


LITERATURE 


THE AUTHOR AND THE PUBLIC: Problems of Communication. 
Hutchinson, 15s. 1957. 21 cm. 202 pages. 

The problem of communication was the subject of the Twenty-cighth International 

P.E.N. Congress held in London in 1956. Authors as varied as J. B. Priestley, Bindo 

Rao, Mario Praz, E. M. Forster and Charles Morgan (to take a random sample of 

celebrities who spoke) discussed such topics as the duty of the writer towards films, 

radio and televison, contemporary techniques in poetry and fiction, and the 
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importance of minority literatures. They had to be brief; as a result the papers 
gathered here are striking and suggestive rather than exhaustive in their treatment 
of the issues raised. (806-9) 


THE POET’S WAY OF KNOWLEDGE. The Henry Sidgwick Memorial 

Lecture, 1956. C. Day Lewis. Cambridge University Press, $s. 1957. 19 cm. 32 pages. 
Poetry is the richest vein in English literature and English poets and critics of poetry 
have always been acutely aware of the relation of their art to contemporary thought. 
Day Lewis (formerly Professor of Poetry in the University of Oxford) discusses in 
this lecture the relation of poetry to science, and claims that poetry still contributes 
a knowledge of its own, a revelation of experiences which lie behind factual 
phenomena. He argues his case convincingly and as a practising poet has some valuable 
comments to make on the nature of poetic creation. (808-1) 


English Poetry 

THE BOOK CONCERNING PIERS THE PLOWMAN. William 
Langland. Translated into Modern English by Donald and Rachel Attwater. 
Edited by Rachel Attwater. Reprint. Dent, 10s.6d. 1957. 18°5 cm. 224 pages. 
Bibliography. (Everyman’s Library) 

To the ordinary reader, as distinct from the serious student of literature, the main 

appeal of Piers Plowman lics in the vivid personal picture it gives of 14th century 

England and the social and religious problems of the time. The present translation 

aims at producing a metrical translation which avoids textual alteration as far as 

possible and is, at the same time, acceptable to the modern reader. In this far from 

easy task it succeeds well. (821-1) 


JOHN KEATS’S POEMS. Edited with an introduction by Gerald Bullett. 
Reprint. Dent, 7s. 1957. 18-5 cm. 384 pages. Bibliographical note. Index. 
(Everyman's Library) 

A reprint, in Everyman’s new and larger format, of the revised edition published in 

1944—a good popular edition of one of the greatest of English romantic poets 

(1795-1821). The text has been modernised throughout and includes nearly all Keats’s 

poetical work, omitting only a little minor verse. (821-7) 


DANTE GABRIEL ROSSETTI: POEMS. Edited with an Introduction 
and Notes by Oswell Doughty. Dent, 18s. 1957. 19 cm. 352 pages. Bibliography. 
Index. 

Rossetti, whose reputation had sharply declined in the 1920’s, has recently regained 

much critical esteem, both as poet and translator, no doubt chiefly because current 

taste is more sympathetic to his virtues, in particular his awareness of the mysteries 
which lie behind everyday experience. The present edition is arranged according to 
the sequence of publication of poems in Rossetti’s lifetime, and it includes a selection 

of poems hitherto unpublished except in W. M. Rossetti’s complete edition of 1911. 

Professor Doughty contributes an admirably informative introduction. (821-8) 


THE BODY’S IMPERFECTION. The Collected Poems of L. A. G. 
Strong. Methuen, 18s. 1957. 22 cm. 164 pages. 

This collection covers the forty-two years of Mr. Strong’s writing career, but 

includes many new pieces. His poetry is unmistakably Irish in inspiration, and 

displays the same sound craftsmanship as his novels and stories. He shows an easy 

if not an inspired command of many of the traditional rhyming metres, and his 
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poems in free verse are crisply phrased and possess a sharply individual music. His 
most characteristic pieces are short poems in ballad metres, reminiscent sometimes of 
Yeats, sometimes of Housman. They combine a keen sense of the brevity of life 
with an unashamedly vigorous response to all the senses have to offer. (821-9) 


THE STONES OF TROY. C. A. Trypanis. Faber, 10s.6d. 1957. 21 cm. 
64 pages. 
The author of these poems is Professor of Byzantine and Mediaeval Greek in Oxford 
University. He writes with a remarkable command of English lyrical forms and 
diction, enriched by the memories and the iconography of his native Greece, all the 
poems being linked by the thread of Greek legend, poetry or history. The first part 
is devoted to short evocations of personal experiences or mythological events; the 
second consists of a sequence of reflective poems inspired by episodes in the Trojan 
War. Professor Trypanis writes with a terse elegance often reminiscent of Cavafy, 
but he has achieved a lyrical style which is undeniably his own. (821-9) 


English Drama 


KING HENRY VIII. William Shakespeare. Edited by R. A. Foakes. 
3rd edition, revised and reset. Methuen, 21s. 1957. 22 cm. 282 pages. (The Arden 
Shakespeare) 

Interest in this play has considerably revived in the present century. It has been 

enterprisingly produced, Fletcher’s alleged collaboration has excited lively dispute 

among editors, and Professor Wilson Knight’s criticism has assigned it a surprisingly 
high place in the canon. Mr. Foakes, in this substantially revised edition, comes down 
decisively in favour of Shakespearean authorship. Apart from the textual evidence he 
elaborates the play’s resemblances to the final Shakespearean comedies as a work of 
diffuse structure, presenting no central problem or character but rather a visionary 
prospect of life itself. His critical introduction is a valuable addition to the play's 
editorial history. (822-3) 


SHAKESPEAREAN TRAGEDY. Lectures on Hamlet, Othello, King Lear, 
Macbeth. A. C. Bradley. Reprint. Macmillan, 6s. 1957. 17 cm. 448 pages. Index. 
Paper covers. (St. Martin’s Library) 

The aim of this new Library, of which this is one of the first titles, is to make 

available at the lowest possible price established books in various branches of 

literature. In this massive series of lectures Bradley carried his method of analysing 
the actions and motives of Shakespeare’s characters as if they were real individuals 
to its logical extreme. Since their publication in 1904 and subsequent success, 

Shakespeare criticism has ramified prodigiously and Bradley’s approach has been 

sharply criticised for its literal-mindedness. His work remains immensely readable, 

however, for its powers of exposition and for the critic’s insight into the broad effects 

of the tragedies. (822-3) 


SHAKESPEARE SURVEY, 10. An Annual Survey of Shakespearian 
Study and Production. Edited by Allardyce Nicoll. Cambridge University Press, 
21s. 1957. 25 cm. 180 pages. Illustrations. Bibliography. Index. 

Shakespeare’s Roman plays are the dominant theme of the latest volume in this 

series. J. C. Maxwell surveys the criticism of these plays over the last half century 

and notices a recent tendency to turn away from the romantic splendours of Antony 
and Cleopatra to the soberer merits of the other plays. Titus Andronicus receives special 
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attention with two critical essays and a review of the famous Brook-Olivier produc- 
tion, and Professor Dover Wilson offers fresh comments on the well-worn problem 
of Shakespeare’s ‘small Latin’. Among numerous contributions in exact scholarship 
Terence Spencer’s Shakespeare and the Elizabethan Romans stands out as an excellent 
literary appreciation. (822-3) 


TRIPTYCH. A Trilogy of the Thirteenth Century. The Earl of Bessborough. 
Heinemann, 25s. 1957. 22 cm. 256 pages. 
This trilogy, Like Stars Appearing, or, Richard the Saint, (published separately in 1953), 
The Noon is Night, or, Simon the Martyr and Darker the Sky, or, Edward the King, 
covers the years between 1240 and 1307. The theme of the first play is religion versus 
the politicians, faith versus graft; of the second, Simon de Montfort’s part in the 
development of Parliament and the cause of political liberty; of the third, Edward 
the First’s struggles against William Wallace and Robert the Bruce. The author 
has a strong historical sense but the language is occasionally banal, and while there 
is action enough, at times wordiness retards it. Like Stars Appearing was first performed 
at Glyndebourne Opera House in 1954 and The Noon is Night at Chichester in 1957. 
David Ponsonby’s music for the plays is included. (822-9) 


NUDE WITH VIOLIN. A Light Comedy in Three Acts. Noél Coward. 
Heinemann, 10s.6d. 1957. 19 cm. 104 pages. § illustrations. 

This master of comedy and consummate craftsman of the theatre, whose plays are 

i of theatre history, has expended all his skill and invention in the first scencs of 
is latest play. Comedy lines persist but there comes no fresh impulse to sustain real 

interest. The plot concerns the family of a famous painter who forcgather at his 

funeral only to discover that the ‘artist’ was a fraud. Master of the situation, and 

dominating the play, is the dead man’s valet. (822-9) 


THREE PLAYS. The Other Heart; Héloise; and Adelaise. James Forsyth. 
Introduction by Tyrone Guthrie. Heinemann, 25s. 1957. 22 cm. 320 pages. 
Illustrations. 

Each of these is an historical play set in the Middle Ages. The Other Heart centres 

upon the romance between Francois Villon and Catherine de Vausselles. Héloise 

deals with the love of Héloise and Abelard, and Adelaise with the story of Henry I 

of England’s second queen. Mr. Forsyth, a young dramatist, uses his material skilfully 

and succeeds in the historical dramatist’s most difficult task, that of creating characters 
who come to life under the pressure of known historical events. The plays are written 
partly in verse, partly in prose, the latter a medium he has yet to master fully. 


(822-9) 


THREE PLAYS. Juno and the Paycock; The Shadow of the Gunman; The 
Plough and the Stars. Sean O’Casey. Reprint. Macmillan, 3s. 1957. 17 cm. 218 pages. 
Paper covers. (St. Martin’s Library) 

The first of these three plays is an almost ‘documentary’ drama of the Irish Easter 

Rebellion of 1916, the other two are more subtly conceived tragedies inspired by 

the years of terrorism and civil war which followed. All three have swiftly moving 

plots of intense excitement and pathos, and are written in the richly ornate speech 
of the Dublin tenements. Most O’Casey admirers would agree that they represent 

the best of his dramatic writing. (822-9) 
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French Literature 

PROUST’S WAY. An Essay in Descriptive Criticism. Georges Piroué. 
Translated from the French by Gerard Hopkins. Heinemann, 15s.6d. 1957. 20 cm. 
148 pages. 

A provocative and stylishly written study of Proust’s great novel (A la recherche du 

Temps Perdu) which does not confine itself to strictly literary criticism but discusses 

Proust’s creative processes and psychology. M. Piroué considers that Proust’s method 

upset the balance which is vital to most artists between their life-experience and the 

use they make of it in their art, and stripped him of his own past. He is particularly 

shrewd in his analysis of Proust’s characters and their social values, but although he 
ays tribute to Proust’s genius, his thesis makes him sharply censorious of the book’s 

final effect. The translation is excellent. (843-9) 


Russian Literature 
ANTON CHEKHOV. W. H. Bruford. Bowes & Bowes, 7s.6d. 1957. 
18 cm. 62 pages. Bibliography. (Studies in Modern European Literature and Thought) 
Most studics of Chekhov by English critics have given their main attention to the 
plays. Professor Bruford has written a compact and extremely well-balanced essay 
which takes equal account of Chekhov’s fiction and also sketches the historical 
background, in particular the restrictions imposed upon him by the censorship, 
the state of the Russian theatre and the relatively low standard of newspapers and 
journals to which Chekhov first contributed. He stresses Chekhov's acutely developed 
sense of artistic scale in everything he wrote, which made him a master of brevity, 
but prevented him, despite various attempts, from writing a full-length novel. 
(891-72) 


HISTORY [AND GEOGRAPHY] 


Ancient Civilisations 

4000 YEARS UNDER THE SEA. Excursions in Undersea Archaeology. 
Philippe Diolé. Translated from the French by Gerard Hopkins. Reprint. Pan 
Books, 2s.6d. 1957. 18 cm. 192 pages. 14 illustrations. Map. Paper covers. 

A discursive book on underwater archaeology in the west Mediterranean, describing 

some of the best known submarine sites, mostly submerged harbours or shipwrecked 

cargo vessels of Greek and Roman times. The author, an experienced ‘free diver’ 

or plongeur, diverges frequently to discuss life in the classical world. Some will enjoy 

these intelligent and highly personal speculations, while others will wish he had kept 

closer to his fascinating subject. This edition omits the footnotes, technical appendices 

and bibliography which were included in the original English edition (1954). 

(913) 


Geography Travel Description 
EUROPE AND ITS BORDERLANDS. Alan G. Ogilvie. Nelson, 42s. 
19$7. 25 cm. 352 pages. 45 maps and diagrams. Index. 

Europe and its borderlands are occupied by one of the three great world agglomera- 
tions of population, where one-fifth of the world’s peoples is concentrated on 
one-twenticth of its area. In this posthumous study, the late Professor of Geography 
in Edinburgh University examines in particular how the natural habitat has 
contributed to this result, and conversely what changes human activities have wrought 
on the physical background. He is wary of attributing too much to geographical 
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determinism; the spread of ideas has been as influential as the distribution of coal 
deposits. Liberal in outlook and highly readable, his book appears at an opportune 
moment when the unity and divergences of Europe are under unwonted scrutiny. 
The maps and diagrams are excellent. (914) 


COMPLETE AND FREE. A Modern Idyll. Eric Williams. Eyre & 
Spottiswoode, 16s. 1957. 22 cm. 208 pages. 
Like The Wooden Horse, Mr. Williams’ new book is an escape story, but this time 
it is an escape from routine, and on a journey across France, Italy and Austria 
to Germany to assist in the filming of The Wooden Horse he has to decide whether to 
exchange security for a precarious living. Although the journey brings minor hazards 
from rogues and thieves—and an offer to join a smuggling unit—the book is mainly 
descriptive and reflective, but the descriptions of landscape and incident are good and 
vivid, pin-pointing character and atmosphere, and the reflections are of value as 
those of a man nurtured in security but relishing freedom and willing to face un- 
certainty to attain it. (914) 


PRESENTING BRITAIN. G. Douglas Bolton. Oliver & Boyd, 30s. 
1957. 25 cm. 200 pages. 64 photographs (28 in colour) by the author. Map. Index. 
This handsome volume serves two useful purposes. It provides the motorist (not the 
walker) witha concise guide to the most famous beauty spots and historic places in 
England, Wales and Scotland, and, although so much information is packed in, it is 
pleasantly readable. It provides also a pictorial souvenir of Britain which many 
visitors, and many exiles in nostalgic mood, will find highly attractive. Some of the 
coloured illustrations are touched with a lurid unreality, but they are large and rich 
and with the sepia illustrations they represent very well the surprisingly varied scenery 
of Britain. (914-2) 


HISTORIC TOWNS OF ENGLAND IN PICTURES. Introduction 
by Brian Vesey-Fitzgerald. Odhams Press, 12s.6d. 1957. 25 cm. 128 pages including 
175 photographs. Index. 

It is a sign of health that while Britain is already using atomic power to make 

electricity, and holds the world speed-records on land, on sea and in the air, more of 

her people than ever before are not only looking forward into the future but back 
into the historic past which continues to shape the life of today. This book is therefore 
timely, and moreover it will appeal to many visitors from overseas. The low price 
considered, the standard of reproduction (by half-tone) is quite good. The photo- 
graphs are well chosen and the long captions and introductions give much interesting 
information. Every part of England (but not Wales or Scotland) and a great variety 
of buildings and scenes are represented. (914-2) 


NORTH WALES IN PICTURES. Introduction by Lady Megan Lloyd 
George. Odhams Press, 12s.6d. 1957. 25 cm. 128 pages. Numerous photographs. 
Map. Index. 

North Wales possesses some of the loveliest and most varied scenery in Britain. 

This volume does it full justice. The photographic illustrations are superb and the 

accompanying text is clear, informative and concise. This is the kind of record 

which should appeal as much to those who know the country well as to those who 

are planning to visit it for the first time. The introduction is admirable. (914-29) 
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THE RHINE AND ITS CASTLES. Monk Gibbon. Putnam, 25s. 1957. 
22 cm. 264 pages. 15 photographs. Map. Index. 
The Irish author, accompanied by his daughter, carried out a systematic exploration 
of the many medieval castles that crown the hills bordering the Rhine from Koblenz 
to Bingen. To facilitate the task, he hired a powerful, chauffeur-driven car capable of 
tackling the formidable gradients. Included in his tour are the neighbouring baroque 
and rococo palaces of the German princelings, concerning whom he shows himself 
very knowledgeable. The photographs, supplied by the German Tourist Information 
Bureau, are excellent, but the spelling of German names is slapdash. The book could 
be of great value to anybody contemplating a similar tour. (914-3) 


SOUTH FROM GRANADA. Gerald Brenan. Hamish Hamilton, 21s. 
1957. 21°5 cm. 296 pages. 14 illustrations. 
Mr. Brenan, author of several well-known books on Spain, now recounts how, 
after the First World War, he decided to settle in a primitive mountain village in 
the south of Spain. He writes with sympathy and insight, and his account includes 
episodes which throw light on a little known Andalusia; occasionally he puts forward 
an interesting theory about the Spanish character and way of life; the result is a 
book that is both instructive and entertaining. It will appeal not only to those attracted 
by Spain but to a wider public, for it includes enlightening accounts of visits paid to 
this remote village by Lytton Strachey and Virginia Woolf. (914°6) 


ARCTIC LIVING. The Story of Grimsey. Robert Jack. Hodder & 
Stoughton, 12s.6d. 1957. 19 cm. 192 pages. 2 maps. 
The author, a Scot who became a minister of the Lutheran Church of Iceland, 
recounts very simply, but with a keen sense of humour, the story of his ministry 
on the tiny island of Grimsey, forty-five miles off the coast of Iceland. Here he farmed 
the glebe, sharing in full the harsh and sometimes dangerous life of the people who, 
by fishing and farming, wrest a livelihood from the Arctic waters and the unrewarding 
soil, and for whom (as his shrewd observations of their foibles, courage and generosity 
reveal) he developed a real affection and respect. (914-91) 


ASIA. [A volume of photographs collected and annotated by] Martin 
Hiirlimann. Thames & Hudson, 50s. 1957. 31 cm. 262 pages. 293 photographs 
(4 in colour). Historical notes. Index. 

To cover the immense scope of this subject, Dr. Hiirlimann has not only drawn on 

material supplied by research workers, individual photographers and agencies, but 

has been guided by the geologist, Arnold Heim, and the geographer, Ernst Winkler 
of Hanover. While, on one or two points of detail only, the author’s interpretation 
might be queried by those with a narrowly limited experience of a part of this 
continent, the whole work is a magnificently balanced survey—geographical, 
agricultural, historical, religious, architectural, urban and up-to-date. A short intro- 
ductory text gives the broad outlines of Asian geography and cultures; and there are 
bricf notes on each photograph at the back of the book. (915) 


A MODERN PILGRIM IN THE HOLY LAND. André Frossard. 
Translated from the French by Marjorie Villiers. Harvill Press, 13s.6d. 197. 
18-5 cm. 206 pages. Illustrations by the author. 

There are many books about pilgrimages to the Holy Land and they vary in merit. 

André Frossard has managed to give to the story of his itinerary a certain individuality, 

and he portrays the scenes and peoples of Palestine as they were in the time of Jesus 
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and as they are today. Into the narrative he weaves simple expositions of passages 
from the gospels and in this connection, as in his description of the bewildering 
situations a modern pilgrim encounters, he discloses spiritual perception, sound 
sense and a rare wit. His illustrations are quite delightful. (915-694) 


THE FOUNTAIN OF THE SUN. Unfinished Journeys in Ethiopia and 
the Ruwenzori. Douglas Busk. Max Parrish, 35s. 1957. 22-5 cm. 240 pages. 
45 illustrations (23 in colour). 10 drawings by B. A. M. Busk. 4 maps by Peter and 
Maureen Verity. Bibliography. Index. 

The interior of Ethiopia has become much more accessible since the war, and the 

author, as British ambassador at Addis Ababa, was exceptionally well placed to 

indulge his love of travel. Few can have seen more of the country and its people, 
from the intriguing Konso tribe in the extreme south to Lake Tana, Gondar and its 
castles, and historic Aksum in the north. As he journeys, he discourses leisurely and 
agreeably on topography, history, ethnography, and contemporary affairs, with 
appropriate quotations, leaving the reader eventually with an authoritative view of 
rural Ethiopia. On leave in Central Africa, he climbed Kilimanjaro and made a first 
ascent in the Ruwenzori massif. He also provides a practical guide to the mountain 
ranges of Ethiopia. (916-3) 


BLACK MISTRESS. Jane Bernard. Hodder & Stoughton, 16s. 1957. 21 cm. 
224 pages. 9 photographs. 2 maps. 
Mrs. Bernard went out to Togoland as the newly married wife of a District 
Commissioner. This entertaining account of her daily life in a remote bush station 
gives an interesting picture of life in Togoland some few years ago and also shows 
something of the problems facing women who marry Colonial administrators in 
remote areas. She writes with affection of her memories of a sometimes lonely, often 
trying, but on the whole very worth-while period of duty; a final chapter outlines 
some of the sweeping changes that the Gold Coast has experienced in recent years. 
(916-681) 


THE WINDWARD ROAD. Adventures of a naturalist on remote 
Caribbean Shores. Archie Carr. Hale, 18s. 1957. 22 cm. 224 pages. 17 photographs. 
3 maps. Glossary. Index. 
The author is Professor of Biological Sciences in the University of Florida. For 
many years he has made a special study of turtles. This book is a popular account of 
some of his travels in the Caribbean and derives its name from the roads by the 
beaches of windward coasts where conditions most favour the search for egg-laying 
turtles. Mr. Carr is not, however, only concerned with turtles, though there are some 
fascinating stories and photographs of these creatures, but gives a vivid account of 
people and animals on several West Indian islands and on the South and Central 
American mainland. (917-29) 


RETURN TO PARADISE. James A. Michener. Reprint. Penguin Books, 
38.6d. 1957. 18 cm. 372 pages. Paper covers. 
This book, first published in 1951, was the outcome of an extensive tour through 
the South Pacific. The author believes that Asia will become of paramount importance 
to the United States—hence the necessity to understand its Pacific approaches. He 
writes a factual essay on each place he visited and follows it with a fictional story 
generally devoted to exploring personal relationships. He finds in Polynesia ‘a very 
good people developing’ as the result of the influx of fresh blood and ideas. His 
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chapters on New Zealand and Australia compress much shrewd observation and 
comment into a relatively small space. As an introduction to an area of international 
significance, this skilfully contrived book has much to commend it. (919) 


Biography 
THE SMALL WOMAN. Alan Burgess. Evans Bros., 18s. 1957. 21-5 cm. 
222 pages. Illustrations. Maps. 

The author, a producer and scriptwriter in the British Broadcasting Corporation, 
draws an arresting picture of Gladys Aylward who, after years of struggle, realised 
an irrepressible ambition and became a missionary in the Southern Shansi district of 
China. Among her many triumphs, she quelled unaided a mutiny in a prison and 
converted the Mandarin of Yang Cheng to Christianity. The Japanese invasion 
brought her indescribable privations, but this indomitable woman succeeded in 
leading a hundred homeless Chinese children from one refugee camp to another 
until they reached Fugeng. The reader’s interest is held from start to finish. (92) 


ONWARD CHRISTIAN SOLDIER. A Life of Sabine Baring-Gould, 
Parson, Squire, Novelist, Antiquary, 1834-1924. W. E. Purcell. Introduction by 
John Betjeman. Longmans, 21s. 1957. 22 cm. 200 pages. 8 plates. Index. 

The Rev. Sabine Baring-Gould, novelist, antiquary and hymn-writer, was for 

forty-three years squire and parson of the Devon parish of Lew Trenchard. He wrote 

more than 130 books, most of which have been forgotten. Mr. Purcell, himself a 

clergyman now engaged in religious broadcasting, has drawn in this incisive biography 

an acceptable portrait of an extraordinary figure who wrote thirty novels, hymns 
such as ‘Onward Christian Soldiers’ and “On the Resurrection Morning’, and also 
managed to serve his country parishioners. Written objectively about a controversial 

figure, this is a book that has a real and probably enduring quality. (92) 


BARON by Baron. Muller, 21s. 1957. 22 cm. 220 pages. 25 plates. Index. 
Baron’s work as one of the foremost photographers in Britain brought him into 
contact with many internationally great and famous figures—amongst royalty, 
governments, society, the arts, industry and entertainment—and his book abounds 
in anecdote and brief pen-portraiture. We learn of his early days, his rise to success 
interrupted by the war, in which he was badly wounded, and his endeavours to 
re-establish himself afterwards. He writes plainly and frankly, unashamed to air his 
likes and dislikes. We see a man who worked hard and played hard, a popular social 
figure whom life had begun to mellow before his untimely death. Seeking to interest 
and entertain us, he has succeeded. (92) 


BAUDELAIRE: A SELF-PORTRAIT. Selected Letters translated from 
the French and edited with a Running Commentary by Lois Boe Hyslop and 
Francis E. Hyslop, Jr. Oxford University Press, 25s. 1957. 22 cm. 270 pages. 
Bibliography. Index. 

Baudelaire’s prose contains much autobiographical material which is devoted to 

creating an effect and is often misleading; it was therefore an excellent idea to make 

a selection from some less deliberate self-revelations. About a hundred of his letters 

are used here, but not the more self-conscious Mon Coeur mis a nu, and the extracts are 

linked by a narrative commentary. This approach throws much interesting light on 

Baudelaire’s relations with his mother, on his artistic ‘creed and, less frequently, 

on the poetry. The letters are sensitively translated and the editors have made an 

admirable choice of English versions of the poetry quoted. (92) 
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PHARAOH’S FOOL. Maurice Willson Disher. Heinemann, 30s. 1957. 
22 cm. 264 pages. Illustrations. Index. 
The subject of this biography—Giovanni Belzoni—was one of the more curious 
products of Napoleonic Europe. A Paduan of imposing physique trained as a 
hydraulic engineer, Belzoni eluded the French press-gangs, slipped over to England 
during the peace of Amiens and made a name in Regency London as a professional 
strong man. He later travelled to Egypt and became famous among pioncer 
Egyptologists for his skill in transporting colossal relics and for discovering the 
entrance to the Second Pyramid. His life story is sufficiently astonishing to compensate 
for the absence of characterisation; Mr. Disher tells it with gusto and the book is 
agreeably illustrated. (92) 


TRAMP ROYAL. Sir Michael Bruce. Reprint. Pan Books, 2s.6d. 1957. 
18 cm. 254 pages. 6 illustrations. Map. Paper covers. 
The life of Sir Michael Bruce, in turn South African policeman, soldier, sailor round 
the Horn, film actor, journalist, publicity man, South American prospector, rescuer 
of Jews from Hitler, and officer in the R.A.F., would be hard to beat for excitement. 
The highlight of his astonishing autobiography, which is one of action without 
pause, is his account of a gold-seeking expedition on the Amazon, from which he 
was the only European to return. (92) 


THE MEMOIRS OF BENIAMINO GIGLI. Translated from the 
Italian by Darina Silone. Cassell, 21s. 1957. 22 cm. 288 pages. 49 illustrations. 
Discography. Index. 

The countless admirers of this famous Italian tenor, who retired in 1955,will welcome 

this lively and often humorous book, through which runs the thread of a modest 

personality. By hard work and clear knowledge of his limitations, Gigli rose to fame in 
hundreds of opera houses and concert halls all over the world. He has much to say 
about operatic technique, and the temperaments of other singers, especially at the 

‘Met’ in New York. These entertaining pages testify to Gigli’s single-minded 

devotion to his art and to his unfailing generosity in singing for charity. Precise dates, 

given for all important appearances, and the long elaborate discography, enhance the 

value of the book. (92) 


LETTERS FROM GOETHE. Translated from the German by Dr. M. 
von Herzfeld and C. Melvil Sym. Introduction by Professor W. H. Bruford. 
Edinburgh University Press, 42s. 1957. 23 cm. 612 pages. 14 illustrations. Map. 
Index. 

Of Goethe’s 14,000 extant letters some 600 have been chosen to illustrate the rich 

variety of his wide interests and activities during the years 1765-1832. Aided by 

Professor Bruford’s general introduction, shorter introductions to the chronologically 

arranged sections, and footnotes, the reader should find Goethe’s own accounts of 

his thoughts and doings a useful approach to a study of his personality, and the list 
of recipients alone provides a striking indication of his contacts with men who have 
made their mark on the history of ideas. The letters to intimates in which he gives 
expression to private feeling were, in the case of a man like Goethe, well worth 
inclusion. The translators have done their work conscientiously. (92) 


THE GREAT CRICKETER. A. A. Thomson. Hale, 16s. 1957. 22 cm. 
224 pages. Illustrations. Index. 


At the Lord’s centenary dinner of 1914, W. G. Grace was toasted as ‘the greatest 
cricketer that ever lived or ever will live’, and any biographer of “The Doctor’ must 
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accept the fabulous and the superlative as an essential part of his subject. Mr. 
Thomson’s book is agreeably written and it is among the most thorough accounts 
in the whole Grace literature. It is at pains to set Grace’s exploits in perspective by 
the standards of modern sport, and the result remains breathtaking. The portrait is 
rounded off with some little-known details of Grace’s earlier years and his astonishing 
achievements in sports other than cricket. (92) 


BEST FOOT FORWARD. The Autobiography of Colin Hodgkinson. 
Odhams Press, 18s. 1957. 23 cm. 256 pages. 40 illustrations. 
A moving story of a young English pilot during World War IL. In training with the 
Fleet Air Arm when war broke out, he survived a near-fatal crash in which he lost 
both legs. His mind was bitter at the thought that he was a useless wreck, but, aided 
by the skill and patience of the famous plastic surgeon, Sir Archibald McIndoe, he 
returned to qualify as a pilot. Transferring to the Royal Air Force he flew Spitfires 
in action until he crashed in France and was taken prisoner. Repatriated as unfit, 
he flew again and for five years after the war served in the Auxiliary Air Force. It 
is a magnificent and authentic story told with frankness and modesty by a man 
fortified by endless courage and an unswerving determination. (92) 


SON OF OSCAR WILDE. Vyvyan Holland. Reprint. Penguin Books, 
38.6d. 1957. 18 cm. 240 pages. Paper covers. 
Oscar Wilde, after his conviction, was deprived of the custody of his children and 
never saw them again, nor was he permitted to write to them. Mr. Holland, the 
younger of the two sons, describes the effect on his childhood and upbringing of 
this sudden and, to him, incomprehensible disaster, the attempts of his family to 
obliterate his father’s name, and his own gradual discovery of his father’s character 
with all its virtues and defects. His book, first published in 1954, is a sad record 
told with dignity and without rancour. (92) 


THE ONLY CHILD. An Autobiography of Infancy. James Kirkup. 
Collins, 13s.6d. 1957. 22 cm. 192 pages. Portrait frontispiece. 
Mr. Kirkup is a versatile poet now in his thirties. This autobiography describes the 
first six years of his childhood spent in a working-class household in South Shields 
during the nineteen-twenties. Tynesiders are well known for their forthrightness; 
in the Kirkup family’s street there was little privacy and neighbourliness was an 
essential virtue. Consequently these reminiscences are rich not only in North Country 
songs, proverbs and street-games but in vigorous local characters. The author has a 
lively sense of comedy, and if he at times appears a somewhat delicate plant for these 
surroundings, his picture is agreeably free from sentimental nostalgia. (92) 


JOHN SCOTT LIDGETT. A Symposium. Edited by Rupert E. Davies. 
Epworth Press, 21s. 1957. 22 cm. 224 pages. Portrait frontispiece. Index. 
Dr. Scott Lidgett was one of the outstanding churchmen of the first half of the 20th 
century and has an assured place in the history of Methodism, the Christian social 
movement, theology, education and ecumenical affairs. The story of his remarkably 
varied contributions is here told by writers specially qualified to assess their value, 
although two alone—Dr. W. F. Lofthouse and Dr. E. S$. Waterhouse—are old 
enough to have worked with him in one or more of his many spheres of service. 
Owing to the wide range of his interests, a symposium rather than a biography 
seemed appropriate and the work has been well done. (92) 
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EXTRA-SPECIAL CORRESPONDENT. G. Ward Price. Harrap, 215. 
19$7. 21°5 cm. 346 pages. 21 illustrations. Index. 
For nearly half a century Mr. Ward Price roamed the world to gather news for the 
Daily Mail. He was often a war correspondent, was at most of the major international 
conferences, knew all sorts of world personalities and, being both gifted and lucky, 
had many ‘scoops’ to his credit. In these reminiscences are racy, vivid accounts of the 
adventures and excitements in which he revelled, as well as entertaining behind-the- 
scenes glimpses of statesmen, dictators and other famous figures. Incidentally, the 
book serves to show how greatly the pace and techniques of journalism have changed 
since the days when the author travelled by mule to a Balkan battlefront. (92) 


THE SWORD AND THE OLIVE. Recollections of Diplomacy and the 
Foreign Service 1913-1954. Sir George Rendel. Murray, 28s. 19$7. 21°5 cm. 
360 pages. Illustrations. Index. 

The author began his diplomatic career in Germany before the First World War. 

He subsequently served in Greece, the Middle East and Bulgaria, where he was at 

the outbreak of World War II. He also spent some years at the Foreign Office in 

London and drafted many reports which contributed to the reform of the Foreign 

Service. This book is written from a personal angle and gives interesting and 

entertaining descriptions of places visited and people encountered, as well as accounts 

of diplomatic negotiations and conferences. (92) 


TO THE FOUR WINDS. Clare Sheridan. Deutsch, 25s. 1957. 22 cm. 
352 pages. Illustrations. 
Mrs. Sheridan, a cousin of Sir Winston Churchill and a talented sculptress and 
journalist, has led an exciting life. Widowed young, she embarked on both careers 
with great courage and zest. She travelled over most of the world interviewing or 
sculpting the great: her cousin Winston, Mussolini, Gandhi, Chaplin, Lenin and 
Trotsky. This is a rich and fascinating book, not only for its material, but for the 
eager, restless, vivid personality of the author. She has lived life, enviably, to 
the full, if not entirely happily, with enthusiasm and vitality, and her autobiography 
distils most enjoyably its essence. (92) 


LEFT HAND, RIGHT HAND! THE SCARLET TREE. The first 
two volumes of an Autobiography by Osbert Sitwell. Reprints. Macmillan, 5s. 
each. 1957. 17 cm. 320 : 368 pages. Index. Paper covers. (St. Martin’s Library) 

These are the opening books of Sir Osbert Sitwell’s five-volume autobiography 

completed in 1950. The prosperity, self-confidence and civilised tranquillity of the 

Edwardian aristocratic society in which he grew up made him acutely conscious that 

he had lived through a sunset age, and his aim throughout has been to create not 

merely a personal narrative but also the portrait of an epoch; his immensely wide 
range of interests and acquaintance and his measured, elegant and delightfully ironical 
prose style qualify him uniquely for the task. The first volume deals largely with his 
ancestry and family circle, the second with his boyhood, both enriched by many 
digressions. (92) 


FRANCES AND THE CREES. Nan Shipley. Ryerson Press (Toronto, 
Canada), $3.75. 1957. 20°5 cm. 192 pages. § illustrations. 

It is interesting to see, through this modestly told story, that the modern Canadian 

has not lost the courage and endurance and spiritual values of his forefathers. This 
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record of missionary life in the North-West Territories, spanning the years 1897 to 
1946, is a moving personal narrative that gives an intimate glimpse of the develop- 
ment of the North. But mainly it is the story of Frances Pickerell Stevens, who 
renounced a promising musical career to follow a husband absolutely dedicated to 
his work among the Indians. Her charm and high spirits and adaptability seem 
phenomenal under the conditions she endured. (92) 


DARK LADIES. Ivor Brown. Collins, 18s. 1957. 21-5 cm. 320 pages. Map. 
Index. 
The author somewhat disarms criticism by admitting that his book is not for classical 
historians or Shakespearean scholars, and it certainly contains several historically 
questionable propositions. But Mr. Brown has deliberately chosen subjects—Helen 
of Troy, Sappho, Cleopatra and Shakespeare’s Dark Lady—whose lives are in- 
separable from legend and who have never ceased to inspire poets and dramatists; 
their characters are to some extent what every imaginative writer makes of them. 
Mr. Brown is certainly right in thinking that the common reader is eager to know 
more of these fabulous heroines and he succeeds in filling in their backgrounds 
vigorously if not faultlessly. (920) 


WHO’S WHO, 1957: an Annual Biographical Dictionary with which is 
incorporated ‘Men and Women of the Time’. rogth year. Black, 135s. leather; 
120s. cloth. 1957. 22 cm. 3,408 pages. 

Brief biographical details of prominent people in all spheres of life in the United 

Kingdom and the Commonwealth, and some people in other countries, are given 

here. Addresses and chief pursuits are given for each person, and, where applicable, 

lists of their publications, with dates. A section is included on the Royal Family; 
there is a Supplement giving information too late for inclusion in the main entries, 

and an Obituary for the year 1956. (920) 


THE RISE OF THE HOUSE OF DUVEEN. J. H. Duveen. Longmans, 
18s. 1957. 22 cm. 260 pages. 9 illustrations. 
The Duveen family, of Jewish-Dutch descent, have been called ‘the Rothschilds of 
the art-dealing world’, reaching their zenith in Lord Duveen of Millbank (d.1939), 
famous collector, dealer, and benefactor of the Tate Gallery, London. Another 
member of the family gives here the history of the firm with special emphasis on the 
career of Sir Joel Joseph Duveen (1843-1909), father of Lord Duveen. The author, 
himself an art dealer with an international reputation, skilfully weaves together the 
threads of family history and autobiography with much information and anecdote 
concerning the art-dealing world. Readers with no special interest in the arts will 
find this an engaging book; it also has permanent value on account of the light it 
throws on the relationship between collecting, patronage and dealing—an important, 
though strangely neglected, aspect of art history. (927-08) 


Ancient Greece 
THE GREEK VIEW OF LIFE. G. Lowes Dickinson. Reprint. Methuen, 
138.6d. 1957. 19 cm. 278 pages. Index. 

This book, first published in 1896, and now reprinted for the twenty-third time, 
has become a minor classic. It presents to the general reader a clear and well-written 
account of the Greek views on religion, the State, the individual, and art, generously 
illustrated by quotation from standard translations of Greek authors. The translations 
used are, of course, old-fashioned (e.g., Jebb and Jowett), and many of the author’s 
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attitudes and opinions (e.g., on religion and on sex-relationships) will be questioned 
by modern readers familiar with Otto, Festugitre, Kitto, Seltman, etc. In general, 
however, it is a stimulating and enlightening book. (938) 


World War II 


THE LOST OPPORTUNITY. Alexandre Cretzianu. Cape, 18s. 1957. 
20 cm. 188 pages. Bibliography. 
The title refers to the failure of Britain and America to invade the Balkans, despite 
Churchill’s urgent pleading, after victory in North Africa and the collapse of Italy. 
The main causes alleged are the policy of ‘unconditional surrender’ and American 
preoccupation with the western theatre of war and underestimation of Russian 
designs. The author was one of Roumania’s ablest diplomatists and was sent as 
special representative to Turkey to obtain Allied military intervention. His book is a 
well-informed account of the East European tragedy. (940-532) 


GRAND STRATEGY. Vol. IL. September 1939-June 1941. J. R. M. 
Butler. H.M. Stationery Office, 42s. 1957. 25 cm. 624 pages. 3 photographs. 21 maps 
in colour. Index. (History of the Second World War: United Kingdom Military Series) 

This volume, the second of a series of six on the central direction of the war, covers 

the period when the Germans held the initiative and British Grand Strategy was 

subjected to changes caused by events. After describing the Allied plans and 
organisation at the outbreak of war, as well as Hitler’s strategy and Polish campaign, 
the narrative covers the economic war, affairs in Scandinavia, the fall of France and 
its impact on British world plans. It then concentrates on the main theme of direction 
of the war from London, the defence of Britain, the successful campaigns against the 

Italians, the abortive defence of Greece which delayed the clearance of North Africa, 

and the build-up of the air offensive. The volume maintains the high standard already 

set by this team of historians, working on official documents but with freedom of 

expression of views. (940-54) 


NIGHT FIGHTER. C. F. Rawnsley and Robert Wright. Collins, 18s. 
1957. 21°5 cm. 384 pages. 6 illustrations. Map. 
Too little has been written so far about the deeds of the night fighter crews in the 
last war who did such magnificent work and whose efficiency and courage, in 
conjunction with the skill of the scientists, gradually cleared the night skies of enemy 
aircraft. The present book is therefore welcome. In it Rawnsley, navigator for long 
periods to the famous night fighter John Cunningham, describes in detail the manner 
in which hostile aircraft were destroyed or driven away. There are a number of 
vivid accounts of encounters with enemy bombers. The working of A.I. (Airborne 
Interception), the radar device which made such successes possible, is also explained. 
Rawnsley also gives some interesting views on nervous strain, which, coming from 
such an expert, are most valuable. (940-544) 


THE GREAT ESCAPE. Paul Brickhill. Reprint. Penguin Books, 2s.6d. 1957. 

18 cm. 224 pages. 16 illustrations. Drawings by Ley Kenyon. Map. Paper covers. 
An Australian airman writes of the mass break-out from the German prison camp, 
Stalag Luft Ill, during the Second World War. Under the strictest secrecy, six 
hundred Allied airmen worked for a year on three great tunnels, hundreds of feet 
long and deep enough to avoid German sound detectors. The author did not succeed 
in escaping, Tedeeeaie for himself, for, of the seventy-six who did succeed, forty-one 
were murdered by the Gestapo. No work of fiction could surpass this story for 
bravery, adventure and excitement. It was first published in 1951. (940-547) 
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SWIFTLY THEY STRUCK. The Story of No. 4 Commando. Murdoch 
C. McDougall. Reprint. Beacon Books (Odhams Press), 2s.6d. 1957. 18 cm. 224 pages. 
Photographs. Map. Paper covers. 

The author served in No. 4 Commando and his story (first published in 1954) concerns 

training for D-Day and the initial landing in France when No. 4 forced the beaches 

at Ouistreham, neutralised the stubborn German defences and fought forward to 
link with the 6th Airborne Division. June saw them at Breville, a particularly active 
locality. In November No. 4 led the successful amphibious assault on Flushing, their 
final major operation of the war. It is a thrilling story, simply and modestly told. 
(940-548) 


POPSKI’S PRIVATE ARMY. Vladimir Peniakoff. Reprint. Pan Books, 
38.6d. 1957. 18 cm. 438 pages. 8 illustrations. 4 maps. Paper covers. 
Lieut.-Colonel Peniakoff (‘Popski’) was born in Belgium of Russian parents and 
served in the French Army in the First World War. In the Second he commanded the 
smallest independent unit in the British Army, numbering less than 200 men. Their 
exploits are related here. Operating in North Africa and Italy, they harassed the 
enemy in his own territory, freeing prisoners, destroying installations and material, 
and spreading alarm. This personal story, first published in 1950, is excellently 
written and packed with adventure. The author died in 1951. (940-548) 


Britain Scotland 


EXCAVATIONS AT JARLSHOF, SHETLAND. J. R. C. Hamilton. 
H.M. Stationery Office (Edinburgh), 63s. 1957. 28 cm. 242 pages. Numerous 
illustrations. Maps (1 in colour). Bibliography. Index. (Ministry of Works 
Archaeological Reports No. 1) 

Jarlshof, near Sumburgh Head, has long been famous as a site occupied, with only a 

few intervals, from prehistoric times until the 17th century. There was an Early 

Bronze Age hut there, a hamlet of the Late Bronze Age, a broch and series of round 

houses of the Roman and post-Roman Iron Age, a long and extensive Viking settle- 

ment, a medieval farm, and finally the ‘Jarlshof’ itself, described by Sir Walter Scott 
in The Pirate. The present very fully illustrated volume, written by H.M. Inspector 
of Ancient Monuments for Scotland, is the official publication of all phases of the 
excavations that have been undertaken at this fascinating place during the past sixty 
years. About half the space is devoted to the Viking period. A book for specialists 
and academic libraries. (941) 


JOURNEY INTO ROMAN BRITAIN. G. M. Durant. Bell, 20s. 
1957. 19 cm. 272 pages. Photographs. Drawings. Maps. Index. 
This readable little book seeks to combine a history of the Roman Province and the 
way of life of its people with a description of a number of the better known Roman 
remains. Although there are slips here and there, and some of the history, particularly 
of Hadrian’s Wall, is not quite up to date, the work has been conscientiously done. 
It should provide useful background information for anyone planning to visit 
Britain’s Roman antiquities. (942) 


THE ANNALS OF WEST COKER. The late Sir Matthew Nathan. 
Cambridge University Press, 60s. 1957. 25*5 cm. 594 pages. Maps. Index. 

The author, a distinguished Civil Servant, purchased the Manor House, West Coker, 

in Somerset, in 1907. For some years before his death in 1939, he devoted much of 

his time to studying the history of his village. The materials he used consisted of 
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the manorial records of his own estate, the records of the parish and county, and 
many official documents from the Public Record Office and other national archives, 
Out of them he compiled an elaborate history of the village extending from primitive 
times to the 19th century. Not the least valuable part of the work is the large amount 
of information given in the form of extracts, transcripts, and summaries from the 
documents. This admirable example of local history provides much useful information 
for social and economic historians and geographers. (942) 


THE COMMITTEE AT STAFFORD, 1643-1645. The Order Book 
of the Staffordshire County Committee. Edited with an introduction by D. H. 
Pennington and I. A. Roots. Manchester University Press in association with the 
Staffordshire Record Society, 55s. 1957. 24 cm. 474 pages. 2 illustrations. Map. 
Index. 

An admirable example of how local can illuminate national history. During the 

Civil War the parliamentary leaders had to establish their authority in regions where 

they were in control. They acted through County Committees. Few records have 

survived, but this Order Book of the Staffordshire Committee is one good specimen, 
showing a Committee at work in an important region where the parties were evenly 
divided. At daily meetings general matters were dealt with, from the payment of 
regiments to individual petitions and complaints. Here is excellent material, well 
edited, which students of the Civil War must use. (942-06) 


THE TWENTIES. An Informal Social History. John Montgomery. Allen 
& Unwin, 25s. 1957. 21-5 cm. 336 pages. Illustrations. Bibliography. Index. 
An informal and lighthearted social history by a novelist who brings back to mind 
with telling selectivity the period of the Eton crop, short skirts, and jazz music; 
the invention of wireless and the sad period of the General Strike in 1926. There is 
also an account of literature, of speed and sport, entertainment and crime. It is a 
work that will appeal to readers who like their history to have a wide sweep and 
rapidity of movement. (942-083) 


ROYAL WALES: The Land and its People. Cledwyn Hughes. Phoenix 
House, 21s. 19$7. 22 cm. 204 pages. Illustrations. Bibliography. Index. 
A useful volume for the reader planning a holiday in Wales and looking for an 
introduction more interpretative of the spirit of the country than he is likely to find 
in the ordinary guide-book. This highly personal account of the country, its people, 
and its past, is written by an ardent son of the country with several novels to his 
credit. He writes with a wide knowledge of Welsh literature and history, and he 
has the novelist’s eye for the significant fact. Not a conventional history book, but 
a readable, impressionist essay. (9429) 


Italy 
MODERN ITALY. Margaret Carlyle. Hutchinson, 10s.6d. 1957. 19 cm. 
160 pages. Map. Bibliography. Index. (Hutchinson’s University Library) 

As a former member of the Italian Section of the Foreign Office Research Depart- 
ment and holder of a scholarship to Italy, Miss Carlyle has a good knowledge of 
Italian affairs. Her book, written in an easy, conversational style, deals with some of 
the main political, economic and social developments since 1945. In particular it 
describes the constitution and party-organisation of the republican government, the 
influence of the Roman Catholic Church, the state of education and industry, and 
the serious problems arising from over-population and agrarian difficulties. It can 
be recommended as a quickly-read introductory survey. (945) 
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Spain 
MINE WERE OF TROUBLE. Peter Kemp. Cassell, 18s. 1957. 22 cm. 
216 pp. Frontispiece. 4 maps. Index. 

Mr. Kemp, who has taken part in a number of Special Service missions all over the 
world, has led an exciting life. On leaving Cambridge he joined the Nationalists 
and fought in the Spanish Civil War, serving with both the Requeté Militia and the 
famous Spanish Foreign Legion. In this unusual book he recounts his adventures 
during the two years he served in Spain, and tells a story which includes both heroism 
and horror. Mr. Kemp writes as a Nationalist supporter, but he is always fair and 
gives an impression of great integrity. This is a war book with a difference. 


(946-081) 


Middle East 


THE MIDDLE EAST, 1957. A survey and directory of Arabia, Cyprus, 
Egypt, Iran, Iraq, Israel, Jordan, the Lebanon, Libya, the Sudan, Syria and Turkey, 
with geographical, historical, economic and educational surveys, concise informa- 
tion about political, industrial, financial and cultural organisations, and Who's 
Who in the Middle East. sth edition. Europa Publications, 70s. 1957. 25 cm. 
458 pages. 12 maps. Bibliography. 

The momentous events of the past year in the troubled regions of the Middle East 

are reported in this latest edition. Facts are stated objectively, and a clear and balanced 

picture is presented of affairs in each of the twelve countries included. The treatment 
is the same for all countries, giving a sound outline of historical, economic, industrial, 
political, educational and general cultural conditions. Items of special interest include 

an article on The Middle East—an Outline of its Physical and Social Geography; a 

select general Bibliography of the Middle East; a section on Middle East Concessions; 

and information on the Arab League. (950) 


Cyprus 
CYPRUS. A Portrait and an Appreciation. Sir Harry Luke. Harrap, 21s. 
1957. 21°5 cm. 190 pages. Illustrations. Maps. Index. 

Few people can be better qualified to write about Cyprus than Sir Harry Luke. He 
held various posts there in the administration during the early part of the century, 
and has been a frequent visitor to the island ever since. The first half of his book is 
devoted to a short history of the island. Although this is extremely condensed, it 
provides adequate background for the more detailed studies in the later chapters. 
Of these by far the most interesting are the account of medieval Famagusta and 
the essay on the shrines and sects of Cyprus. In his preface Sir Harry records that the 
present conditions on the island make a chapter on politics inevitable. It is to be 
hoped that in subsequent editions he will be able to feel that circumstances no longer 
require its inclusion. (956-4) 


Burma 


THE UNION OF BURMA. A Study of the First Years of Independence. 
Hugh Tinker. Oxford University Press for the Royal Institute of International Affairs, 
428. 1957. 22 cm. 438 pages. 2 maps. Bibliography. Index. 

The author, Lecturer in Modern History of South East Asia at the School of Oriental 

and African Studies, University of London, was a Professor in the University of 

Rangoon during 1954-5. He was thus able to meet Burmese prominent in all walks 

of life and to consult material in newspapers and reports not easily available outside 
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the country. The result is a comprehensive and scholarly study of political, economic 
and social conditions in Burma since she became once again an independent sovereign 
state in January 1948. Mr. Tinker judges the achievements and failures of these years 
by a very high standard but he fully realises the difficulties which have beca 


encountered, many as a result of the Japanese occupation. (959-1) 


The Sudan 
THE SUDAN’S PATH TO INDEPENDENCE. Jj. S. R. Duncan. 
Blackwood, 18s. 1957. 21°5 cm. 248 pages. Illustrations. Map. Bibliography. Index. 
Mr. Duncan devotes half—Part I—of his valuable book to his experiences as a newly- 
joined member of the Sudan Political Service among the Arabs of the western Sudan 
and, later, as a District Commissioner with the nilotic negroid Nuer tribe of the 
Upper Nile. These illustrate the violent contrast between North and South and are 
thus a valuable background for Part II, whic.: traces the administrative measures 
and the political struggles and manceuvres, involving Britain, Egypt and the political 
parties of the northern Sudan, which led to complete independence on 1st January, 
1956. Part Ill is a brief discussion of Sudanese nationalism. Mr. Duncan is especially 
interesting on the relations between North and South—educational, religious and 


political. (962-4) 


Ghana 

THE MAKING OF GHANA. Central Office of Information HM. 
Stationery Office, 2s.6d. 1956. 23°5 cm. 52 pages. Map. Paper covers. (Central 
Office of Information Reference Pamphlets, 19) 

The attainment of independence by the Gold Coast under the name of Ghana has 

led to the publication of many books and pamphlets, amongst which this concise 

factual survey is one of the most useful. After an introductory chapter on the land, 

its people and its history, the advance of self-government is described. Further 

chapters survey the economic and social development of the country, and appendices 

give useful statistics. (966-7) 


FICTION 


General 
BURNING GLASS. Bernard Ash. Staples Press, 15s. 1957. 20 cm. 
254 pages. 

This is a vivid, packed novel about the underworld of early 19th century London, 
the tough, roystering, Hogarthian survival of the 18th century in the prim, Victorian 
era. Brassy Bet is queen of the costermongers near Covent Garden. But she marries 
a respectable glazier and comes into conflict with the suburban rectitude of Sydenham 
Hill far removed from the brawls and the drunkenness of Seven Dials. It is not her 
world and in the end she has to return to the one she is at home in. The swarming 


life of the London scene is admirably described, even if the character drawing leaves 
something to be desired. 


BEATRIX. Love in Duress. Honoré de Balzac. Translated from the French 
by Rosamond and Simon Harcourt-Smith. Elek, 18s. 1957. 20 cm. 328 pages. 
This novel is set partly in Paris, partly in the remote town of Guérande in southern 
Brittany. The young Breton nobleman, Calixte, son of a local Royalist and an Irish 
mother, differs considerably from the usual Balzac hero, and the book traces his 
entanglement with the famous authoress Camille Maupin and with a typically 
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Balzacian predatory Marquise from Paris. It combines the audacity of Balzac’s 
mature comedies of the Parisian demi-monde with his loving descriptions of obscure 
provincial life. An exuberant tale, translated with appropriate gusto. 


LOVE AND MONEY. Seven Tales of the West Riding. Phyllis Bentley. 
Gollancz, 15s. 1957. 20 cm. 256 pages. 

The West Riding of Yorkshire has been the setting for most of Miss Bentley’s novels 
and she has a deep understanding of its people and countryside. These tales span six 
centuries of local history, beginning with a story of feud and revenge at the time of 
the battle of Cércy and closing with one about post-war dnlecad persons. All of 
them reflect the social and economic development of a district dependent on the 
textile trade for its livelihood, but they are, above all, tales from real life about men 
and women whose personalities made a sufficiently strong impression on their 
contemporaries to have survived, however fragmentarily, in forgotten records and 
legends from which Miss Bentley’s imagination has resurrected them. 


MY UNCLE AND THE CURE. Jean de la Bréte. Translated from the 
French by N. St. Barbe Sladen. Cassell, 13s.6d. 1957. 19 cm. 192 pages. 


Now rendered into English for the first time, this piquant little novel of young 
love and adolescence was originally published in France nearly seventy years ago 
and has become a French classic of the lighter kind. Its freshness and vitality are 
unimpaired by the passage of time and by the disadvantage of a somewhat inexpert 
translation. The heroine tells of her isolated country upbringing by a disagreeable 
aunt and a kindhearted curé, who is her tutor and sole male companion until she 
goes to live with her uncle and his daughter. Inevitably she falls in love with the 
first young man she meets. Her story ends happily and suitably at the altar with 
the curé’s blessing. 


ADAM, ONE AFTERNOON and other stories. Italo Calvino. Translated 
from the Italian by Archibald Colquhoun and Peggy Wright. Collins, 13s.6d. 
1957. 20 cm. 190 pages. 

As the title suggests, many of these stories possess a curiously primitive quality. 
Their range is wide and includes serene descriptions of peasant life, storics of brutal 
ferocity inspired by the occupation, and more sophisticated tales of urban life since 
the war. To all these themes Sig. Calvino brings one of the short-story writer’s prime 
gifts, an elemental vision which peels away the familiar facade of everyday objects 
and reveals their intrinsic mystery. He shows a special sympathy for animals and 
landscapes but his insight into human nature is also extremely penetrating. He is 
admirably served by the translators. 


ROONEY. Catherine Cookson. Macdonald, 12s.6d. 1957. 19 cm. 224 pages. 
Tyneside’s robust working people again provide the raw material for Catherine 
Cookson’s new novel. Rooney works for the Corporation of South Shields as a 
dustman and is content with his job and proud of the few pieces of furniture that 
mean home to him. Moving to new lodgings, he becomes involved in his landlady’s 
family affairs and feels sympathy for Nellic, the drudge of the household, when she 
stages a sudden rebellion. Jealous of his own freedom, Rooney understands and aids 
Nellie’s struggle to regain hers, and in the process learns to accept the claims of a 
new emotional experience. This story of real people in a real, work-a-day world is 
well worth reading. . 
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HER GRACE PRESENTS... March Cost. Collins, 13s.6d. 1957. 20 cm. 
256 pages. 

A fascinating book based upon a true story. Georgiana Eider, the daughter of a 
Danish professor, is now Duchess of Dunster and few know of her romantic and 
astonishing past. As a girl in London she met, by strange coincidence, the handsome 
Prince Kallundborg whom she had seen in his youth during her childhood in 
Denmark. They had a love-affair which ended in tragedy, but in the moment of 
disaster she was sustained by the man who eventually gave her security and position 
Well told, the story holds attention from the very first moment. Miss Cost’s many 
readers will enjoy this further example of her skill. 


THE SCAPEGOAT. Daphne du Maurier. Gollancz, 15s. 1957. 18 cm. 
368 pages. 

Miss du Maurier’s skill as a story teller is evident in her new novel. It is based on the 
improbable assumption that two men resemble each other so completely that one 
can take the other's place in his family without detection, yet the possibilities of the 
situation so fascinate the reader that he willingly suspends disbelief. An Englishman 
thus takes the place of a French count at his chdteau for one week. The two men, 
however, are as dissimilar in character as they are identical in appearance, and the 
story's deeper significance lies in the effects the impersonation has on the lives of 
the count’s relatives and on the two men themselves. As satisfying a story as any yet 
written by this author. 


SHADOW OF THE MOON. M. M. Kaye. Longmans, 18s. 1957. 20 cm. 
640 pages. 

The author of this novel about the Indian Mutiny is a great-niece of the historian of 
the Mutiny, has lived in the Indian sub-continent and for material has drawn on 
authentic records pertaining to the period. The result is an outstanding novel. It is the 
story of Captain Randall and the beautiful young Winter de Ballesteros, who is 
betrothed to the Commissioner of Lunjore, Randall’s superior officer, whom Randall 
despises. The author skilfully creates a sense of atmosphere and portrays with sympathy 
and understanding real flesh-and-blood people against a background of mounting 
tension between the two races. When the tension finally explodes in a welter of 
bloodshed, Randall and the courageous Winter survive many hardships before finding 
their destiny in true comradeship and love. 


THERE IS A COUNTRY. Nora Kent. Macdonald, 12s.6d. 1957. 19 cm. 
224 pages. 

The Westcotts have left Britain for Australia, to start a new life for themselves and 
their three children in that young and rapidly developing country. Adam, an 
electrician by trade, is imbued with boundless enthusiasm and a determined resolve 
to build his own house. His wife Margaret, however, is bewildered by the un- 
accustomed conditions and slow to adjust herself to them. The trials and setbacks 
that hamper them materially and emotionally, and the eventual break-up of the 
family, form the subject of a timely novel by a versatile novelist who describes 
the Australian scene from first-hand knowledge. 


I SHALL MAINTAIN. Brigid Knight. Hutchinson, 15s. 1957. 20 cm. 
286 pages. 

This is a novel about 17th century Holland and its great commercial enterprises 

abroad—a sequel to Miss Knight’s earlier book Old Amsterdam. By the will of the 
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great merchant prince, Pieter Van Breda, his daughter Héléne, his mother and his 
brilliant sailor nephew, Lourens Van Bramm, are partners in administering the bulk 
of his fortune and they determine to carry on his great trading projects. We see how 
this becomes the major purpose of Héléne’s life, how her fiancé fails to understand 
her, and that her true love is for Lourens, though she will never reveal it and disturb 
his happy marriage. The book is rich in dramatic incident and vivid description. 


THE SPONGER. Jules Renard. Translated from the French by Edward 
Hyams. Longmans, 15s. 1957. 20 cm. 220 pages. Illustrations by Ch. Huard, 
engraved on wood by G. Lemoine. 

Best known as the author of Poil de Carotte, Renard achieved in The Sponger a minor 

masterpiece in a totally different vein. His hero, Henri, is an unsuccessful bohemian 

poet of the 1880's who finds refuge as a domestic parasite in the house of a rich and 
childless bourgeois couple. Renard shows a sharp insight into the bourgeois manners 
and sentimental conventions of the period, which are delightfully pees in Henri’s 
amorous adventures with the wife and niece of the household. The wit and terseness 
of the translation deserve high praise, and the book is notably enriched by Charles 
Huard’s illustrations. 


WAR AND PEACE. L. N. Tolstoy. Translated from the Russian and 
with an introduction by Rosemary Edmonds. 2 vols. Penguin Books, 7s.6d. each. 
19$7. 18 cm. 1,444 pages. Paper covers. (Penguin Classics) 

Probably the best-known translation of War and Peace which has held the field for 
many years in Britain is Constance Garnett’s. The present version, while no doubt 
cognisant of the earlier work, must be allowed to be superior in many details, at any 
rate for the contemporary reader. The translator has succeeded in introducing an 
easier, more colloquial flow into the passages of dialogue and hitting more frequently 
on the mot juste in the historical digressions, while in general there is a more precise 
visualisation of the scene. Miss Edmonds also contributes an interesting critical 
introduction. 


THERE IS A HAPPY LAND. Keith Waterhouse. Michael Joseph, 12s.6d. 
1957. 20 cm. 190 pages. 

This is the story of a few weeks in the life of a small boy on a new housing estate in 
the North of England. It is a brilliant reconstruction, not only of the language used 
by small children in this miliceu—the rhymes and jingles, the slang and the insults— 
but it is also a perfect child’s-eye view of his world, of the incomprehensible tyrannies 
of grown-ups, the mysterious larks and flirtations of older children, the enormous 
importance of seemingly futile occupations. The setting is solid and rooted in its 
slag heaps and rhubarb fields. This is a book for those who enjoy the child’s world; 
it might well be boring for those who are impatient with it. 


LADIES’ DELIGHT. Emile Zola. Translated from the French by April 
Fitzlyon. John Calder, 18s. 1957. 20 cm. 408 pages. 

Another of the later novels in the Rougon Macquart series, in which Zola returns to 
a favourite subject, the predatory nature of modern commerce. The main theme is 
the rise under the Second Empire of a great department store in a flourishing shopping 
district of Paris; this expanding enterprise, not content with introducing revolutionary 
sales methods, also elbows out older businesses and ruins its smaller competitors. 
The hierarchy and the life of the store are described with all Zola’s documentary 
thoroughness. The plot is one that calls for a vigorous contrast between prosperity 
and poverty rather than for great psychological subtlety. 
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Crime, Detection and Mystery 
END OF CHAPTER. Nicholas Blake. Collins, 12s.6d. 1957. 19 cm. 
256 pages. 

A publishing house of dignified reputation asks Nigel Strangeways to investigate 
some tampering with proofs of an autobiography that has led to an action for libel. 
A question he happens to ask leads to the murder of a popular novelist on the premises. 
It is by delving into the past that Strangeways is able to uncover the murderer. The 
author, thoroughly at home in this milieu, handles his plot firmly, admirably controls 
its sequence, draws an entertaining picture of publishing procedure and several 


arresting character studies, providing in toto a diverting and well-written tale that 
never loses interest. 


BEEFY JONES. E. L. Malpass. Longmans, 15s. 1957. 19 cm. 296 pages. 
Known hitherto as a short-story writer who won The Observer prize in 1955, Mr. 
Malpass now demonstrates in his first novel that he also possesses the necessary gifts 
for sustained narrative. ‘Beefy’—physically powerful, halt-witted, kindly-spirited—is 
enrolled by a criminal gang operating from the disused loft of a church hall in a 
midland town. Their exploits are related with vigour and hilarity, though without 
condonation, and their efforts to frustrate the rebuilding of the hall involve a compam 
of more admirable characters, the vicar and the parochial council, old Lizzie Tubb 
the cleaner, and Beefy’s delightful cousin who eventually marries the vicar. 


THE WOMAN FROM SICILY. Frank Swinnerton. Hutchinson, 153. 
1957. 20°5 cm. 280 pages. 
Good craftsmanship is expected of so experienced a writer as Frank Swinnerton, 
but the present novel offers much more. Its bold, dramatic story is developed with 
youthful vitality and originality against a deceptively calm background. A solicitor 
in an East Anglian town falls victim to a plot of elemental passion and hate involving 
the violent death of his partner in circumstances liable to throw suspicion on himself. 
The key to the intrigue lies in the hands of his mother, a figure of unrelieved malice 
who overshadows the lives of her son and her daughter-in-law from distant Sicily. 


In their sharply contrasting characters the two women symbolise the age-old conflict 
between good and evil. 


Reprints 
NOBLE IN REASON. Phyllis Bentley. Reprint. Beacon Books (Odhams 
Press), 2s.6d. 1957. 18 cm. 2$2 pages. Paper covers. 
Miss Bentley’s bracing and forthright imagination is well employed in depicting the 
fortunes of a Yorkshire textile family during two world wars and the industrial 
slump of the "thirties. The narrator is the youngest son, Christopher, who becomes 
a successful writer and playwright. The central theme concerns the difficulties 
confronting an artistic temperament such as Christopher’s in the effort to adjust 


itself to a background out of sympathy with his gifts and aspirations. The novel was 
first published in 1955. 


THE JURY. Gerald Bullett. Revised edition. Pan Books, 2s.6d. 1957. 
18 cm. 288 pages. Paper covers. 

The subject of this famous novel about murder is not so much the crime itself as the 

reactions of the different members of the jury to the story of the crime as put before 

them in a court of law. It traces the history of each of them, and of the prejudices 

which they bring with them to the jury box. It is a subtle and fascinating ak: 
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SAVROLA. A Tale of the Revolution in Laurania. Winston S. Churchill. 

Reprint. Beacon Books (Odhams Press), 2s.6d. 1957. 18 cm. 222 pages. Paper covers. 
Sir Winston Churchill’s first and only novel, written sixty years ago and published 
as a serial in Macmillan’s Magazine, is an interesting document in the light of what has 
happened to the author since. Its setting is a small Ruritanian state in which a dictator 
has seized power; its hero, Savrola, is a democratic leader who defies him and 
restores to his native land its former liberties. His habits and opinions foreshadow, 
in many respects, those of the future Prime Minister of Britain. As a novel of 
adventure, Savrola compares well with similar productions, especially in the scenes 
where there is some fighting. 


OUR MUTUAL FRIEND. Charles Dickens. Introduction by J. B. 
Priestley. Macdonald, 12s.6d. 1957. 19 cm. 910 pages. Original illustrations by 
Marcus Stone. Bibliographical note. (Macdonald Illustrated Classics) 

In his introduction to this attractively produced edition Mr. Priestley discusses the 

biographical background to the novel and suggests that Dickens’s savage criticism 

of the values of middle-class orthodoxy and his febrile activities in the 1860’s were 
alike connected with his carefully concealed love affair with Ellen Ternan. The novel 
itself is a strange combination of the popular serial-writing entertainer with the 

Dickens whose vision of society was growing sharper and more uncompromising— 

it is symbolised here by the man who makes a fortune out of dust-heaps. Marcus 

Stone's illustrations make 1860-ish London appreciably more vivid. 


FAR FROM THE MADDING CROWD. Thomas Hardy. Reprint. 
Macmillan, 4s. 1957. 17 cm. 446 pages. Map. Paper covers. (St. Martin’s Library) 
This book, which followed immediately after the charming pastoral sketches of 
Under the Greenwood Tree, was Hardy’s first full-length ae in the Wessex series. 
The theme of a constant if unprepossessing love which finally triumphs over obstacles 
is particularly suited to Hardy’s genius and it is treated with few of the melodramatic 
twists which mar some of his novels. The story abounds in the customs and details of 

rustic life which Hardy excels in painting. 


TESS OF THE D’URBERVILLES. Thomas Hardy. Reprint. Macmillan, 
48. 19$7- 17 cm. 446 pages. Map. Paper covers. (St. Martin’s Library) 

Perhaps the most familiar and most discussed and certainly the most emotionally 
high-pitched of Hardy’s novels, Tess continues to appeal on many different levels. 
It is a personal tragedy, a study of the destruction of the English peasantry and a 
statement on the place of man in the universe. If there are obvious faults of construc- 
tion, especially in the manipulation of coincidence, the total effect rings profoundly 
true and the wonderful evocation of the natural background has no superior in 
Wessex novels. 


THE AMBASSADORS. Henry James. Introduction by Frank Swinnerton. 

Reprint. Dent, 8s.6d. 1957. 18-5 cm. 384 pages. Bibliography. (Everyman's Library) 
Many critics regard The Ambassadors as the finest, because the most dramatically 
concentrated, of the novels of James’s final period. Its theme is a favourite topic of 
his—the mature yet innocent American arriving in Europe and finding himself 
involved more and more deeply in situations where his standards and experience 
offer him no sure guidance. James wrote it when his mastery of form was complete 
and his observation of character at its most elaborate. Mr. Swinnerton contributes 
an enthusiastic appreciation of James’s peculiar art. 
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GONE WITH THE WIND. Margaret Mitchell. Reprint. 2 vols. Macmillan, 
ss. each. 1957. 17 cm. 1,012 pages. Paper covers. (St. Martin’s Library) 
This famous novel of the American civil war and its aftermath was first published 
some twenty years ago. Its re-issue in this attractive new series of cheap reprints 
provides an opportunity for a considered re-appraisal of a book which became the 
most widely read modern American novel throughout the world. It will be found 
that this work of a lifetime—its author never attempted another novel—has much to 
offer at the second or third reading. Younger readers who come to it for the first 
time will be as spellbound by its vitality and scope as were their elders. 


BARCHESTER TOWERS. Anthony Trollope. Reprint. Penguin Books, 
48. 1957. 18 cm. 478 pages. Paper covers. 

This famous novel was first published a hundred years ago, in 1857. Its appearance 
in this very cheap edition is one more indication that Trollope’s reputation and 
popularity stand higher now than at any other time since his death—except during 
the war, when he was probably, in Britain, the most widely read of all English 
novelists. Barchester Towers is an admirable introduction for the new reader. Vigorous 
and humorous, and as searchingly honest as all Trollope’s work, it tells an absorbing 
story of clerical life in an imaginary English cathedral town, and its chief characters 
are unforgettable. 


BOOKS FOR YOUNG READERS 


Fiction 


QUEST OF THE SNOW LEOPARD. Roy Chapman Andrews. Phoenix 
House, 12s.6d. 1957. 21 cm. 156 pages. Illustrations by Kurt Wiese. 

This is the story, set in South-West China, of 17-year-old Ken Lewis and his 
adventures as a member of a natural history expedition. There is a wealth of exciting 
incident, from the killing of a man-eating tiger to encounters with pirates, and it all 
has the ring of authenticity. The author has had considerable experience of the work 
of such expeditions, and many of the incidents he describes in this book spring from 
first-hand knowledge and experience. This will undoubtedly appeal to a wide range 
of readers, particularly those between the ages of 13 and 16-17. 


BEN THE BULLFINCH. ‘B.B.’ Hamish Hamilton, 8s.6d. 1957. 19 cm. 
120 pages. Illustrations by D. J. Watkins-Pitchford. (Reindeer Books) 

A simply-told story for children of 7-10 to read for themselves about the adventures 

of a bullfinch which was found as a deserted fledgling by two children and reared 

by them—how he escaped, mated, was captured again with his family and finally 

escaped once more. The natural history observations and setting are good and 

children will learn plenty of facts as well as imbibe a sympathetic attitude to wild 


life. 


CASTLE ON THE BORDER. Margot Benary. Translated from the 
German by Richard and Clara Winston. Macmillan, 13s.6d. 1957. 20 cm. 
286 pages. 

It is sixteen-year-old Leni, determined to become an actress, who persuades her 

aunt and uncle to take into their derelict castle on the border between East and West 

Germany a needy theatrical company who can repay them by helping to repair the 

castle. Their advent benefits everyone, not the least Leni, who learns that there are 
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fewer rewards in unadulterated self-interest than in concern for others, so that, when 
success comes, she is able to make the wiser decision. Ably written, this story has an 
air of humanity, much interesting theatrical detail, and a touch of romance that will 
commend it to older girls. 


JAMBOREE CHALLENGE. Arthur Catherall. Dent, 10s.6d. 1957. 19 cm. 
170 pages. Illustrations by Kenneth Brookes. 

This is a story, for boys aged 11 to 13, of a game played in wild country between two 

pairs of Scouts a generation apart, each pair determined to prove themselves better 

Scouts than the others. Mike Leach and his grandfather have their own special motive 

for butting into the game, and this leads to unexpected complications and thrilli 

adventures in the true pattern of boys’ adventure stories. The author has been a Scout 


from the early days of the movement, and has written several Scout books which 
are both exciting and instructive. 


CAPTAIN FLINT, DETECTIVE. Dorothy Craigie. Max Parrish, 8s.6d. 
cloth, 7s.6d. boards. 1957. 21 cm. 36 pages. Illustrations by the author. 

Captain Flint is an intelligent parrot owned by an old sailor, Captain Schooner. 

He overhears two pirates planning to rob the Admiral’s house. With Roger his 

friend, and Constable Crab, they raid the pirates’ cave and win £1,000 reward plus 

a turkey and a plum pudding for their Christmas dinner. This is a gay, fresh, little 


story, with vivid, witty illustrations, for children of 5-7. 


JOHN AND JENNIFER GO SAILING. Gee Denes. Oldbourne Press, 
6s.6d. 1957. 23 cm. 40 pages. Photographs (some in colour) by the author. 

This little story of how John and jonni went sailing, and helped to catch some 

smugglers, will appeal to all children just learning the meaning of sea terms. The 

photographs are just right: they are natural and pleasing. 


ROMAN EAGLE, CELTIC HAWK. Ernest A. Gray. Bodley Head, 
12s.6d. 1957. 21 cm. 256 pages. Illustrations by Douglas Hall. Map. 


This is a story of Roman Britain in the first century A.D., with the struggle between 
Venutius, King of the Brigantes, and the Roman Legions as its background. The 
central figure is young Julius Felix Scapula, who has just arrived from Rome to 
join the Ninth Legion at Lincoln. He becomes involved, with two redoubtable 
fellow Romans, in a series of desperate adventures in enemy territory where the three 
live for a period of four months. It is an exciting tale, well written, and should appeal 


to a wide range of historically-minded young readers, particularly those between 
the ages of 12/13 and 15. 


CHOKRA. John Michael. Macmillan, 14s. 1957. 20 cm. 254 pages. Illustrations 
by Stuart Tresilian. 
Chokra, despite his Hindi nickname, is a British boy living in Rawalpindi in the 
days of the British Raj, whose one ambition is to become a professional jockey. 
Before achieving this goal he has many adventures. Warned by his friend, son ob a 
Pathan horse dealer, he helps to frustrate a raid on a British army camp and a daring 
attempt to kidnap the General’s daughter; he works hard schooling the horses he 
loves and finally rides his guardian’s racehorses at two important race meetings. 


Readers over fourteen will enjoy this exciting tale, set against a vivid Indian 
background. 
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TESSA TO THE RESCUE. Lady Kitty Ritson. Nelson, 8s.6d. 1957. 19 cm. 
200 pages. Illustrations (1 in colour) by Sheila Rose. 
Faced with the danger that the Rest Home for aged and ill-treated horses and donkeys 
will be closed for financial reasons, Tessa and her friend Marie prepare their three 
ponies, two dogs and themselves for a display at the local Fete in order to raise money 
for it. Marie also succeeds in schooling Tessa’s beautiful but unreliable Arab mare 
and it is Tessa’s willingness to sacrifice this cherished possession for the cause which 
finally secures its success. The training sequences are well written and the author 
clearly knows a lot about horses, dogs—and children. For horse lovers in their teens, 


MY BROTHER LAMBERT. A Story of the Simnel Rebellion. Philip 
Rush. Phoenix House, 9s.6d. 1957. 21 cm. 144 pages. Illustrations by David Walsh. 
(Pageant Books) 

An historical novel based on the Lambert Si-nnel insurrection against Henry VIL, 
1487. Lambert, a vain, obstinate boy of fourteen, discontented with the humble life 
of a baker’s son, is an easy tool in the hands of the Yorkist plotters, training him to 
impersonate the Earl of Warwick, hereditary heir to the throne. Lambert vain- 
gloriously reveals the plot to his level-headed sister Blanche. The story reveals how 
she, unable to deter him from his enterprise, saves him from the consequences of its 
failure. An excellently told story suitable for readers in the 12-16 age group. 


THE SPRING OF THE YEAR. Elfrida Vipont. Oxford University Press, 
10s.6d. 1957. 22 cm. 192 pages. Illustrations by T. R. Freeman. 
St. Merlyon is such an attractive village that Laura Haverard, aged twelve, is glad 
that her family had to move, after all. She enters enthusiastically into the general 
activities and discovers in herself an unexpected talent for acting, but she has to learn 
that little worth while is achieved without hard work and selflessness. By the time 
the Festival that is to save the old church is under way she is older and wiser—and 
happier—and wins acclaim for an outstanding performance in the Festival play. 
Agreeably written, this pleasant story of home, school and community life, with its 
unobtrusive homily, should interest many young readers of 12-14. 


Non-Fiction 
WE GO TO HOLLAND. Sylvia Lovat Corbridge. Harrap, 9s.6d. 1957. 
19 cm. 184 pages. 13 photographs. Drawings. Map. Index. 

An English boy and girl go to stay with friends in Holland, who introduce them to 
the Dutch way of life and take them on extended tours throughout the country. 
This remarkably comprehensive description of the Netherlands and the Nether- 
landers, seen through rose-coloured spectacles, can be read with interest and profit by 
anybody over the age of, say, twelve years and would be of considerable practical 
value to intending visitors. The photographs provided by the Netherlands National 
Tourist Office illustrate the text appropriately. 


KING ARTHUR AND HIS KNIGHTS OF THE ROUND 
TABLE. Newly re-told out of the Old Romances by Roger Lancelyn Green. 
Faber, 15s. 1957. 21 cm. 284 pages. Illustrations by Lotte Reiniger. 

Mr. Green makes the interesting point in his introductory note that the great legends, 

like the best fairy tales, must be re-told from age to age if they are to remain fresh. 

There is much truth in this and Mr. Green’s version of the Arthurian cycle is told in 

a — style which seeks a half-way house between the archaic and the modern 

colloquial. In the main, he follows Malory but includes stories or excerpts from 
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other sources as well, notably Geoffrey of Monmouth, Layamon and the Mabinogion. 
It is all very well done and admirably produced with attractive illustrations. 


ANIMAL CLOTHING. George F. Mason. Phoenix House, 6s. 1957. 
19 cm. 62 pages. Numerous drawings by the author. Index. (Animals at Home 
Series) 

This and Animal Weapons (see below) are the first two of a series of six books on 
animal adaptations and characteristics planned to interest young naturalists between 
the ages of 9 and 14. The general characteristics of the epidermal structures for 
covering the body in all groups of animals—hair in mammals, feathers in birds, 
scales in reptiles and fish, chitinous armour in insects and so on—are discussed and 
illustrated. Then the more particular ways in which such coverings have been used 
to conserve warmth, attract or divert attention of enemies or mates, achieve locomo- 
tion, etc., are considered in a way well calculated to set children thinking. 


ANIMAL WEAPONS. George F. Mason. Phoenix House, 6s. 1957. 19 cm. 

64 pages. Numerous drawings by the author. Index. (Animals at Home Series) 
This is a subject with unlimited scope for interesting young naturalists of 9-14 years. 
Most of the book is taken up with considering the weapons of offence and defence 
evolved by vertebrates, especially mammals. Thus we proceed from a description of 
horns and antlers to hooves and claws, then to teeth and tusks. The Amphibia delay 
us for a moment with their fascinating adaptation of the tongue to capture prey, and 
fish, of course, have an endless array of grotesque weapons from the sword of the 
sword-fish to the jet of water with which the archer-fish tumbles an insect into its 
mouth. The last chapter gives a brief introduction to the multitudinous ways in 
which insects can attack and defend. 


WHAT’S NEW IN FLYING. Marie Neurath. Max Parrish, 7s.6d. cloth; 
6s. boards. 1957. 22 cm. 36 pages. Illustrations in colour by the author. 

This little book should appeal to all air-minded children between the ages of 8 and 

10 or thereabouts. It describes many of the startling new developments in aircraft 

construction, from the tiny collapsible plane (which can be pumped up with a 

vacuum cleaner) to the latest ‘vertical take-off’ machines and the great ‘tanker’ 

aircraft which can simultaneously re-fuel four fighters in flight. The text is admirably 


concise and simple, and the illustrations are excellent—clear, informative and 
accurate. 


GREECE. Francis Noel-Baker. Black, 7s.6d. 1957. 20 cm. 96 pages. 
Illustrations (4 in colour). Map. Index. (Lands and Peoples Series) 

There are few Englishmen with a more up-to-date — of Greece than 
Mr. Noel Baker, who speaks the language fluently and has lived there both before 
and since the war. His book gives a very brief geographical and historical sketch, 
at the early teen-age level, which surveys the country’s immense variety of landscape 
and its long dramatic history; it is particularly well-informed on the customs and the 
national character of today. The illustrations are generous; the monochrome photo- 
graphs are admirable, those in colour less successful. 


VILLAGES. Edward Osmond. Batsford, 8s.6d. 1957. 21 cm. 80 pages. 
Illustrations (some in colour) by the author. Index. (Junior Heritage Books) 

A sound historical sketch of the settlement, growth and modification of English 

villages from the Bronze Age to modern times. First considered are the early 
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influences which gave the village its characteristic self-dependence. It is then shown 
how far such events as the early invasions, the coming of Christianity, revolutions in 
agriculture and industry and, finally, modern communications modified the structure 
of the village and the activities of its people. The illustrations, which consist of 
coloured representational sketches and a variety of photographs, are an excellent 
feature of this book, suitable for young readers of 11-14. 


HOW THE ANIMALS EAT. Millicent Selsam. Hutchinson, 9s.6d. 1957. 
21°5 cm. 92 pages. Illustrations by Helen Ludwig. 
This is another children’s book (ages 7-10) which exploits the perennial fascination of 
adaptiveness—in this instance adaptive structures and habits for securing and consum- 
ing food. The main descriptive part of the book considers examples of eaters and 
eaten in the sea, in freshwater, on land and in the air, and by the time this part has been 
digested the young reader will be ready for a small but valuable conclusion which 
prompts reflection at a suitably simple level upon ecological specialisation and upon 
the ‘consumer levels’ that divide any animal community ranging roughly from the 
small and herbivorous to the large and carnivorous. 


WORLD CHIEF GUIDE: Olave, Lady Baden-Powell, G.B.E. Eileen K. 
Wade. Hutchinson, 8s.6d. 1957. 19 cm. 176 pages. Frontispiece in colour. Index. 
The story of Lady Baden-Powell, written by one of the closest friends of her family, 
for Girl Guides of all ages. The book will enable the many millions connected with 
the movement to know their Chief Guide more as a person. It gives, appropriately 
in this Centenary Year of the birth of the Founder, Lord Baden-Powell, an account 
of the beginnings of the Girl Guide movement which has made, and is making, such 

an important contribution to the education of girls all over the world. 


GREAT EXPLORERS. Norman Wymer. Oxford University Press, 8s.6d. 
1957. 19 cm. 260 pages. Illustrations. Maps. (Lives of Great Men and Women. 
Series II) 

The ten ‘Lives’ here brought together include Columbus, Magellan, and eight 
British explorers from Captain James Cook to Sir John Hunt. Mr. Wymer writes 
clearly and without heroics, emphasising the early influences which may have 
determined their careers, and avoiding intricate character studies. His chapters, 
however, are not merely summaries of journeys or voyages: the interest is in the 
personalities of the explorers. Some of the details given of Columbus’s career are 
not now generally accepted. For children of 12-14 years. 
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